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Office  of  the  Federal 
Register 

Incorporations  by  Reference;  Approval  in 
Titles  17,  40,  and  42  through  50 

Title  17  Chapter  II— Securities  and  Exchange 
Commission 

Title  40  Chapter  I— Environmental  Protection 
Agency 

Title  42  Chapter  I— Public  Health  Service, 

Department  of  Health  and  Human  Services 
Chapter  IV— Health  Care  Financing 
Administration,  Department  of  Health  and 
Human  Services 

Title  45  Chapter  XIII— Office  of  Human 

Development  Services,  Department  of 
Health  and  Human  Services 

Title  46  Chapter  I— Coast  Guard,  Department  of 
Transportation 

Title  47  Chapter  I— Federal  Communications 
Commission 

Title  49  Subtitle  A— Office  of  the  Secretary  of 
Transportation 

Chapter  I— Research  and  Special  Programs 

Administration,  Department  of 

Transportation 

Chapter  II— Federal  Railroad 

Administration,  Department  of 

Transportation 

Chapter  III— Federal  Highway 

Administration,  Department  of 

Transportation 

Chapter  V— National  Highway  Traffic 
Safety  Administration,  Department  of 
Transportation 
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OFFICE  OF  THE  FEDERAL  REGISTER 

1  CFR  Part  51  and  CFR  Titles  17, 40, 

42, 45, 46, 47,  and  49 

Approval  of  Incorporations  by 
Reference 

agency:  Office  of  the  Federal  Register. 
action:  Approval  of  incorporations  by 
reference. 

summary:  The  Office  of  the  Federal 
Register  publishes  a  document  listing 
materials  that  have  been  approved  by 
the  Director  for  incorporation  by 
reference.  These  references  appear  in 
Titles  17, 40.  and  42  through  50  of  the 
Code  of  Federal  Regulations  (CFR).  This 
document  is  published  to  inform  the 
public  of  materials  that  have  the 
Director's  approval  and  have  the  same 
legal  status  as  if  they  were  published  in 
full  text  in  the  Fede^  Register. 
EFFECTIVE  DATE:  The  Director  approves 
the  following  incorporations  by 
reference  for  one  year  effective  October 
1. 1981.  unless  otherwise  noted. 
addresses:  For  specific  addresses 
where  materials  are  available,  see  table. 
Materials  are  also  on  file  at  the  Office  of 
the  Federal  Register,  1100  L  Street,  NW, 
Washington,  DC 

FOR  further  information  CONTACT; 

Gary  Segal,  (202)  523^34. 
SUPPLEMENTARY  INFORMATION: 

Background.  Each  agency  that  wishes 
material  incorporated  by  reference  to 
remain  effective  must  annually  submit 
to  the  Director  a  list  of  that  material  and 
the  date  of  its  last  revision  (1  CFR  51.13). 
The  materials  included  on  die  table 
below  are  incorporated  by  reference 
under  5  U.S.C.  552(a)  and  1  CFR  Part  51. 


These  procedures  provide  that  material 
approved  for  Incorporation  by  reference 
by  the  Director  of  the  Federal  Register 
has  the  same  legal  status  as  if  it  were 
published  in  full  text  in  the  Federal 
Register. 

Availability.  Before  an  agency  may 
incorporate  by  reference  any  materid,  it 
must  make  the  material  reasonably 
available  to  the  class  of  persons 
affected  by  it.  Agencies  have  listed 
addresses  where  you  can 'obtain  each 
item  included  in  ffie  table.  The  materials 
.approved  for  incorporation  by  reference 
are  also  available  fm*  inspection  and 
copying  at  the  Office  of  the  Federal 
Register.  Room  8401, 1100  L  St..  NW, 
Washington,  DC,  phone  (202)  523-5240. 

Amendments.  If  the  agency  wishes  to 
amend  material  before  the  annual 
approval  expires,  the  agency  shall 
publish  a  notice  which  announces  the 
amendment  and  states  where  the 
material  may  be  obtained.  The  agency 
shall  also  assure  that  the  material  and 
.  its  amendments  are  available  to  the 
public  and  on  file  at  the  Office  of  the 
Federal  Register.  Unless  the  agency 
follows  these  procedures,  the 
amendments  are  not  approved. 

Quarterly  Publication.  The  titles  of 
the  CFR  are  generally  revised  according 
to  the  following  schedule: 

ntle  1  through  Title  16 — as  of  January 

1. 

Title  17  through  Utle  27 — as  of  April 

1. 

Title  28  through  Title  41 — as  of  July  1. 

Title  42  through  Title  50 — as  of 
October!. 

Every  quarter,  the  Office  of  the 
Fed«nl  Register  publishes  a  document 
on  incorporation  by  reference.  This 
quarterly  document  contains  the 


following  information  on  incorporation 
by  reference.  First,  it  contains  a  table  of 
materials  in  the  applicable  titles  that 
have  been  reapproved  for  incorporation 
by  reference  under  1  CFR  51.13.  Second, 
the  document  contains  a  listing  of  any 
materials  which  were  granted 
extensions  under  1  CFR  51.13  review  in 
the  last  quarter  and  have  since  received 
final  approval  by  the  Director  of  the  v 
Federal  Register.  Third,  the  document 
contains  any  materials  approved  for 
incorporation  by  reference  for  the  first 
time  under  Office  of  the  Federal  Register 
general  procedures  in  1  CFR  Part  51. 

And  fourth,  the  document  may  contain 
corrections  to  previously  published 
incorporation  by  reference  approval 
documents. 

Material  which  is  approved  in  a 
timely  fashion  during  the  quarterly 
review  process  is  also  listed  in  the 
appropriate  Code  of  Federal  Regulations 
volume(s). 

How  the  Table  is  Arranged.  The  table 
is  arranged  first  by  headings  indicating 
the  CFR  title  and  chapter  and  the  name 
of  the  agency  incorporating  the  material. 
Under  each  of  these  headings  are  listed 
the  name  of  the  standards  producing 
organization,  a  description  of  the 
material  being  incorporated  and  where 
it  is  available,  and  the  CFR  part  or 
section  where  the  material  is  referenced. 

Problems.  If  you  have  any  problems 
obtaining  the  material,  notify  the 
agency,  ff  you  find  the  material  is  not 
available,  notify  the  Director  of  the 
Federal  Register  (NARS),  Washington, 
DC  20408  or  call  (202)  523-4534. 

John  E.  Byme, 

Director  of  the  Federal  Register. 
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17  CFR,  CHAPTER  D  (PARTS  200  TO  399) 
SECURITIES  AND  EXCHANGE  COMMISSION 

Securities  and  Exchange  Commission 
Washington,  D.C.  20549 


17  cm 


Form  7A . . .  239.96  t 

Copies  may  be  inspected  at  the  Securities  and  Exchange  Commission,  Washington,  D.C.  20549,  and  at  the  Commission's  regional  and  branch 
offices  whose  addresses  appear  at  §  200.11  of  this  chapter. 


40  CFR,  CHAPTER  I  (PARTS  0  TO  1399) 
ENVIRONMENTAL  PROTECTION  AGENCY 


Environmental  Protection  Agency 

Office  of  Air  Quality  Plaiming  and  Standards,  Research  Triangle  Park,  NC  27711 


40  cm 


Slate  Imfdementation  Plans:  Consisting  of  Original  State  Implementation  Plans  for  the  fifty  States  and  the  territories  of  52.02(d) 

Guam,  Puerto  Rico,  Virgin  Islands  and  American  Samoa;  Regulatory  and  Non-Regulatory  Revisions  to  State 
Implementation  Plans  approved  1972-]une  1979  (prepared  by  Atlantic  Environmental  Associates,  Inc.);  and  Individual 
State  Implementation  Plan  Revisions  approved  July  1979-June  1981,  which  are  identitied  below  by  State  and  Date  of 
publication  of  the  Federal  Register  notice.  (The  Director  of  the  Federal  Register  extended  the  July  1, 1981,  approval 
date  for  30  da^s  pending  final  review  under  1  CFR  51.13.  The  list  below  reflects  the  SIP's  and  amendments  receiving 
final  approval  for  one  year  effective  July  1, 1981.). 

Alabama:  Nov.  26, 1979,  June  3,  Aug.  11, 1980,  Oct.  31, 198a  April  27, 1981 

Alaska:  Dec.  30, 1960,  April  IS,  1981 

Arizona:  Dec.  17, 1979,  Aug.  11, 1980,  Oct.  10, 1980 

Arkansas:  Jan.  29, 1980,  Aug.  15, 1980 

California:  July  30, 1979,  Dea  a  197a  April  24, 1980  (2  notices).  May  9, 198a  May  2a  1980  (2  actions),  June  3, 1980,  June  4, 198a  Aug.  11, 1960  (2 
notices).  Sept  26, 1980,  Oct  24, 198a  Oct.  31, 1980,  Nov.  10, 1980.  Dec.  4, 1980,  Jan.  16. 1961,  Jan.  21, 1961,  Jan.  27, 1981,  /^ril  14, 1981,  May  la 
1981  (2  notices) 

Colorado:  Oct  5, 1979,  July  9, 1980,  July  16, 1980,  Aug.  1, 1980,  March  13, 1981.  March  19, 1981,  April  3a  1981 
Connecticut  July  30, 1979,  Dec.  23, 1980,  April  27, 1981,  May  14, 1981 
Delaware:  July  3a  1979,  March  a  1980,  Aug.  1, 1980,  May  15, 1981 
District  of  Columbia:  Jan.  4, 1980,  March  3, 1980,  Jan.  30, 1981 

Florida:  Feb.  29, 1960,  March  la  1980,  Sept  10, 1980,  Nov.  14, 198a  Dec.  la  1980.  March  17, 1981,  May  14, 1981 
Georgia:  Sept  la  1979.  Jan.  3, 1980,  Jan.  24. 1980,  March  20. 1981,  May  5. 1981,  May  22. 1981 
Hawaii:  Aug.  7, 1979 

Idaho;  July  3a  1979,  Oct.  23. 1980,  March  4. 1981 

Illinois:  Dec.  6, 1979,  Jan.  3. 1980,  Feb.  21. 1980,  Sept.  22. 1980,  Oct  24. 1980,  Jan.  27, 1981,  March  4. 1981 

Indiana:  Jan.  2, 1981,  May  19, 1981 

Iowa:  March  6, 1980,  March  20, 1981,  April  17, 1981 

Kansas:  April  3, 1981 

Kentucky:  Jan.  25, 1980,  Oct.  31, 1980,  Dec.  24, 1980,  June  15, 1961 
Louisana:  Feb.  14, 1980 

Maine:  Jan.  30, 1980,  Feb.  19. 198a  Sept  R  198a  Dec.  a  1980.  Jan.  a  1981,  Jan.  22, 1981 

Maryland:  Dec.  a  1979,  March  18. 1980,  April  17. 1980,  April  25, 198a  July  3. 1980,  Aug.  12. 1980,  Aug.  19, 198a  Sept  3, 1980,  Sept.  4, 1980,  March 
18,1981 

Massachusetts:  May  21, 1979,  July  16, 1979,  Jan.  10, 1960,  May  28, 1960,  June  17, 1980.  Aug.  12. 1980,  Sept  10, 1980  (2  actions).  Sept  la  198a  Dec. 

15. 1980,  Jan.  19, 1981,  Jan.  27, 1981,  March  4, 1981,  March  la  1981 

Michigan:  May  a  1980.  June  2. 1980,  Aug.  11, 1980,  Aug.  2a  198a  Dec.  17. 1980,  Dec.  29. 198a  Jan.  27. 1981,  March  4. 1981.  April  17. 1981.  May  1. 

1981,  May  14. 1981,  May  22. 1981,  June  5, 1981 
Minnesota:  Dec.  13, 1979,  June  la  198a  March  4, 1981,  April  a  1981 
Mississippi:  Jan.  10, 1980,  July  la  1980 

Missouri:  March  la  1080,  April  9, 1980.  May  a  1980.  June  la  198a  Oct  31. 1980,  Dec.  24. 198a  March  18  1981.  April  8  1981,  April  27. 1981,  May 

22. 1981,  June  12. 1981 

Montana:  March  4, 1980,  Sept.  23, 1980,  March  3, 1981 
Nebraska:  (none) 

Nevada:  Feb.  4, 1980,  Feb.  6, 1980,  July  la  1980,  /^ril  14, 1981 

New  Hampshire:  April  11, 1980,  June  23, 1980,  Sept  9, 1960,  Sept  22, 1980,  Dec.  18, 1980 

New  Jersey:  March  11, 1960,  April  19, 1980,  May  7, 196a  Oct  31, 1980,  April  la  1981.  April  27. 1981,  May  12, 1981 
New  Mexico:  April  10. 1980,  Dec.  24. 1960,  March  26, 1981,  June  18 1981 

New  Yoric:  Feb.  5, 1980,  Mar.  a  1980.  April  24, 1980,  May  21, 198a  July  1, 1980,  Nov.  10, 1980,  Jan.  27, 1981  (2  actions),  Mardi  19, 1981  (2  actions), 
April  27. 1981,  May  26, 1981 

North  Carolina:  Jan.  10,  1980,  April  17,  1980,  Aug.  2a  1980,  Sept  10.  1980,  March  19.  1981,  April  13,  1961,  April  18  1961,  May  18  1981 
North  Dakota:  Nov.  2, 1979,  Aug.  12, 1980 

Ohio:  Oct  31. 1980  (3  actions),  Nov.  28, 1980, Jan.  27. 1981,  March  4, 1981,  March  31, 1981,  May  1. 1981 
Oklahoma:  Feb.  13, 1980,  Nov.  28, 1980,  May  26, 1981 

Oregon:  July  3a  1979,  April  18. 1980,  June  24. 1980,  July  15. 196a  Jan.  2. 1981,  March  4. 1981 
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40  CFR,  CHAPTER  I  (PARTS  0  TO  1399)— Continued 

Pennsylvania:  July  7. 1979,  Aug.  8. 1979,  Dec.  17, 1979,  May  20, 1980,  Aug.  19, 1980 
Rhode  Island:  Jan.  15, 1981,  Jan.  21, 1981,  May  7, 1981 
South  Carolina:  Sept.  21, 1979,  Jan.  29, 1980,  July  7, 1980 
South  Dakota:  July  30, 1979,  Aug.  9, 1979 

Tennessee:  Jan.  10. 1980,  Feb.  6. 1980,  April  24, 1980,  Aug.  13, 1980,  Nov.  17, 1980 
Texas:  Sept.  24. 1979,  Dec.  18, 1979,  March  25, 1980,  Aug.  6, 1980 
Utah:  Feb.  19, 1980,  Sept.  10, 1980,  May  5, 1981 
Vermont:  Jan.  30, 1980,  Feb.  19, 1980,  Sept.  9. 1980,  March  18, 1981 
Virginia:  Dec.  17, 1979,  Jan.  31, 1980,  Aug.  19, 1980,  Oct.  8, 1980  (2  actions),  Dec.  5, 1980,  March  18, 1981,  April  20, 1981 
Washington:  July  30, 1979,  June  5. 1980,  July  31. 1980,  Dec.  24. 1980,  April  15. 1981 
West  Virginia:  Aug.  14, 1980,  Nov.  10, 1980 

Wisconsin:  Jan.  11, 1980,  April  9. 1981,  April  17, 1981,  May  0, 1981,  June  9, 1981 

Wyoming:  July  2, 1979,  Sept.  6. 1979,  April  27, 1981 

Guam:  March  6, 1980,  May  12, 1981 

Puerto  Rico:  Nov.  3, 1980.  April  27, 1981 

Virgin  Islands:  May  2, 1980,  April  27, 1981 

American  Samoa:  (none) 

40  CFR 


American  Society  for  Testing  and  Materials 
1916  Race  St.,  Philadelphia,  PA  19103 

ASTM  D  93-80  Flash  Point  by  Pennsky-Martens  Closed  Tester . . . . . 261.21(a)(1) 

ASTM  D  3278-78  Flash  Point  of  Liquids  by  Setaflash  Closed  Tester .  261.21(a)(1) 

National  Fite  Protection  Association 
Batterymarch  Park,  Quincy,  MA  02269 

Flammable  and  Combustible  Liquids  Code,  1981 . . .  264.198(b); 

265.198(b) 

U.S.  Environmental  Protection  Agency 
Solid  Waste  Information,  26  W.  St.  Clair  St.,  Cincinnati,  OH  45268 

Test  Methods  for  the  Evaluation  of  Solid  Waste.  Physical/Chemical  Methods,  1980 .  122.25(b)(5); 


122.27(b)(1); 
261.22(a)(1); 
261.22(a)(2J;  Part 
261,  Appendix 
U;  Part  261, 
Appendix  III 

42  CFR  CHAPTER  I  (PARTS  1-399) 

PUBLIC  HEALTH  SERVICE.  DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES 

42  CFR 

American  Insurance  Association 
Publications  Department,  85  John  St.,  New  York,  NY  10038 

National  Building  Code,  1976  edition .  Part  36,  Subpart  H, 

Appendix  A(a) 

American  Nurses’  Association 
2420  Pershing  Road,  Kansas  City,  MO  64108 

Also  available  from  Emergency  Department  Nurses'  Association,  666  N.  Lake  Shore  Dr.,  Chicago,  IL  60611 
ANA  Publication  Code  MS-5  lOM  9/75  Standards  of  Emergency  Nursing  Practice .  57.2106(b](3](i) 

American  Society  of  Heating,  Refrigerating  and  Air  Conditioning  Engineers 
United  Engineer  Center,  345  East  47th  Street,  New  York,  NY  10017 

Handbook  of  Fundamentals,  1977 . . .  Part  36,  Subpart  H, 

Appendix 

A(b)(l); 

52b.ll(b)(l) 


American  Society  of  Mechanical  Engineers 
United  Engineer  Center,  345  East  47th  St.,  New  York,  NY  10017 

Boiler  and  Pressure  Vessel  Code,  1977  edition,  with  Summer  1980  addendum.  Section  8,  Division  I .  Part  36,  Subpart  H, 

Appendix 

A(b)(3) 

National  Plumbing  Code.  1955 .  Part  36,  Subpart  H, 

Appendix 

A(b)(2) 


Compressed  Gas  Association 
500  Fifth  Ave.,  New  York.  NY  10036 

Pamphlet  P-2.1.  Standard  for  Medical-Surgical  Vacuum  Systems  in  Hospitals  (1967) 


52b.ll(b)(4) 
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42  CFR  CHAPTER  I  (PARTS  1-399)— Continued 

PUBUC  HEALTH  SERVICE,  DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES— Continued 

42  CFR 

General  Services  Administratida 

Specifications  and  Consumer  Information,  Distribution  Section  (WFSIS),  Washington  Navy  Yard.  Building  197, 

Washington.  DC  20407 

Federal  Specification,  Ambulance  Emergency  Care  Vehicle.  GSA,  KKK-A01822A . . .  56a.l02— definition 

of  “Ground 
Vehicles” 

General  Services  Administration,  Public  Buildings  Services 
Office  of  Design  and  Construction,  18th  &  F  Sts.,  NW.,  Washington,  DC  20405 

GSA  Accessibility  Standard  (TOS  (PCD):  DG8,  October  14. 1980) . . . . .  3e.ll0(b)(10): 

51c.503(a)(7Kiii)(A); 

52b.8(j) 

Health  and  Hiunan  Services  Department 

The  following  documents  are  available  for  public  inspection  and  copying  at  the  Central  Information  Center, 

Department  of  Health  and  Human  Services,  North  Building,  330  Independence  Avenue,  SW„  Washington,  DC  20201 
and  Regional  Office  Information  Centers  listed  in  45  CFR  5.31  and  may  be  purchased  from  the  Superintendent  of 
Documents,  United  States  Government  Printing  Office,  Washington,  DC  20402. 

Minimum  Requirements  of  Construction  and  Equipment  for  Hospitals  and  Medical  Facilities,  DHHS  publication  No.  Part  36,  Subpcul  H, 


(HRA)  79-14500.  Appendix  A. 

57.112;  124.201 

Chapter  1-420  of  the  Department  of  Health  and  Human  Services  Grants  Administration  Manual . .  Sla.512; 

66.213(b)(2)(ii); 

122.211(c)(2)(ii) 

Department  of  Health  and  Human  Services  General  Administration  Manual,  Chapter  9,  Committee  Management  52h.3(a):  52h.4(a) 

Guide  for  Audits  of  Migrants  Health  Grants  of  the  Department  of  Health  and  Human  Services  Audit  Agency ...................  56.603(c];  S6.303(d] 

Chapter  1-43  of  the  Department  of  Health  and  Human  Services  Grants  Administration  Manual.....— 66.113(b):  66.210(b); 

67.22^):  86.33(b) 

Part  2.1  (except  section  5.4,  8.8, 11.2, 11.3, 11.4,  Chapter  12,  sections  13.2, 13.3,  and  exhibits  9  and  10)  of  DHHS  Technical  110.1005(a) 


Handbook  for  Facilities  Engineering  and  Construction  Manual,  Federally  Assisted  Construction,  entitled  “2.1  Informa¬ 
tion  for  Project  Applicants  and  State  Agencies  cm  Design  and  Construction  Related  Activities". 

Chapter  14  of  DHHS  Publication  No.  (HRA)  79-15400,  Minimiun  Requirements  of  Construction  and  Equipment  for  110.1005(b)(2) 
Hospitals  and  Medical  Facilities,  “Small  Primary  Health  Care  Centers,”  except  for  the  last  sentence  of  paragraph 
14.1A,  the  parenthetical  phrase  “(usually  4)”  in  paragraph  14.1B(1)  and  paragraph  14.1fi(3)  in  its  entirety. 

International  Conference  of  Building  Officials 
5360  South  Workman  Mill  Rd^  Whittier,  CA  90601 
Uniform  Building  Code,  1979  edition . 


National  Association  of  Plumbing-Heating-Coolmg  Contractors 
1016  20th  St,  NW,,  Washington,  DC  20036 

National  Standard  Pliunbing  Code,  1980  edition . . .  52b.ll(b)(2) 

National  Council  on  Radiation  Protection  and  Measurement 
P.O.  Box  30175,  Washington,  DC  20014 

Also  available  for  examination  at  ALOSH,  944  Chestnut  Ridge  Rd.,  Morgantown^  WV  26505  and  National  Institute  for 
Occupational  Safety  and  Health,  5600  Fishers  Lane,  Rockville,  MD  20657 
NCRP  Report  No.  33.  Medical  X-ray  and  Gamma-Ray  Protection  for  Energies  Up  to  10  MeV — Equipment  Design  and  Use  Part  36,  Subpart  H, 


(issued  February  1, 1968).  Appendix  A(f), 

37.43;  S2b.ll(f) 

NCRP  Report  No.  35,  Dental  X-ray  Protection  (issued  March  9, 1970) . . . . . Part  36,  Subpart  H. 

Appendix  A(f) 

NCRP  Report  No.  36,  Radiation  Protection  in  Veterinary  Medicine  (issued  August  15, 1970) . - .  Part  36,  Subpart  H, 

Appendix  A(f) 

NCRP  Report  No.  48,  Medical  Radiation  Protection  for  Medical  and  Allied  Health  Personnel  (issued  August  1, 1976) 37.43 
NCRP  Report  No.  49,  Structural  Shielding  Design  and  Evaluation  for  Medical  Use  of  X-rays  and  Gamma-Rays  of  up  to  10  37.43:  Part  38. 

MeV  (issued  September  15, 1976).  ~  Subpart  H. 

Appendix  A(f); 
52b.ll(f) 


National  Fire  Protection  Assodatidn 
Batterymarch  Park,  Quincy,  MA  02269 

NFPA  No.  56F,  1977,  Standard  for  Non-Flammable  Medical  Gas  Systems . . . .  -  S&.ll(b)(3) 

NFPA  No.  70, 1981,  National  Electric  Code . . - .  Part  36,  Subpart  H, 

Appenduc  A(e), 
52b.ll(e) 


52b.ll(g);  52b.ll(a); 
Part  36.  Subpart 
H.  Appendix 
A(g) 
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42  CFR  CHAPTER  1  (PARTS  1-399)— Continued 

PUBUC  HEALTH  SERVICE,  DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES— Continued 
NFPA  No.  101. 1976,  Life  Safety  Code . 


Public  Health  Service 

Dr.  Charles  T.  Hall,  VD  Training  Branch,  Laboratory  Training  and  Consultation  Division,  Laboratory  Improvement 
Program  Office,  Building  3,  Rm.  B-46,  Centers  for  Disease  Control,  Atlanta,  GA  30333. 

Manual  of  Tests  for  Syphilis,  1969,  USPHS  Publication  No.  411,  January  1969 . 

Transportation  Department,  National  Highway  Traffic  Safety  Administration 
Washington,  DC  20590 

Also  available  from  the  Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Washington,  DC  20402. 
Basic  Training  Course/Emergency  Medical  Technician  (2nd  Edition]  Course  Guide  1977  (DOT  Pub.  No.  HS  802534 
through  536). 


Course  Guide,  National  Training  Course,  Emergency  Medical  Technician — Paramedic  1977  (DOT  Pub.  No.  HS  802437) . 


National  Training  Course  Guide  for  Emergency  Medical  Technician — Paramedic,  1977  (DOT  Pub.  No.  HS  802437) 
Appendix  A. 

National  Training  Course  Guide  for  Emergency  Medical  Technician — Paramedic.  1977  (DOT  Pub.  No.  HS  802437) 
Appendices  B  and  C. 

42  CFR  CHAPTER  IV  (PARTS  400-499) 

HEALTH  CARE  FINANCING  ADMINISTRATION,  DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES 
American  Hospital  Association 

Available  from:  Health  Care  Financing  Administration,  Office  of  Management  and  Budget,  Division  of  Communica¬ 
tion  Services,  Printing  and  Publishing  Branch,  Gwynn  Oak  Building,  Baltimore,  MD  21235 
Chart  of  Accounts  for  Hospitals  (1973  Edition) . . . 

American  Lung  Association 
(Formerly  National  Tuberculosis  Association) 

1740  Broadway,  New  York,  NY  10019 

Diagnostic  Standards  and  Classification  of  Tuberculosis  (1974  Edition) . 

American  National  Standards  Institute 

Available  from  Engineering  Societies'  Library,  345  E.  47th  St.,  New  York,  NY  10017 
ANSI  A117.1-1971  Specifications  for  Making  Buildings  and  Facilities  Accessible  to  and  Usable  by  Physically  Handi¬ 
capped  People. 

American  Psychiatric  Association 

1700  18th  St.  NW..  Washington,  DC  20009  ' 

Diagnostic  and  Statistical  Manual  of  Mental  Disorders  (3rd  Edition  1980) . . . 

Health  Care  Financing  Administration 

O^ice  of  Management  and  Budget,  Division  of  Communication  Services,  Printing  and  Publication  Branch,  Gwynn  Oak 
Building,  Baltimore,  MD  21235 

Part  11  of  the  State  Medicaid  Manual . 

HCFA  Long  Term  Care  Manual . 

National  Academy  of  Sciences 

Academy  Press,  2101  Constitution  Avenua,  NW.,  Washington,  DC  20418 
Recommended  Dietary  Allowances  Current  Edition  (9th  Edition  1980) . 


National  Fire  Protection  Association 
Batterymarch  Park,  Quincy,  MA  02269 
NFPA  Standard  No.  101,  Life  Safety  Code  1981. 


42  CFR 

Part  36,  Subpart  H, 
Append!^  A(c), 
51c.503(a)(7)(iii](B) 
52b.ll(c); 

52b.ll(d) 


74.22(c) 


56a.l02 — definition 
of  "appropriate 
training  and 
experience” 
(3)(i): 

57.2106(b)(l)(i) 
56a.l02— deflnition 
of  “appropriate 
training  and 
experience” 
(3)(ii) 

57.2106(b)(2)(i) 

57.2106(b)(2)(ii) 


405.415(b)(7)(i) 


405.1039(bK2) 


405.1134(c): 

442.330(a)(2)  and 

(b) 


405.243(b); 

405.1037(a)(12) 


433.110;  433.111; 

433.112(b)(2) 

442.323(a)(2) 


405.1025(c)(2); 
442.332(a)(1); 
442.466(cj  . 


.405.1022(b);  . 

405.1134(a); 
442.321(a): 
442.507 
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42  CFR  CHAPTER  IV  (PARTS  400-499)— Continued 

HEALTH  CARE  FINANCING  ADMINISTRATION,  DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES-Continued 

NFPA  Standard  No.  220,  Standard  on  Type  of  Building  Construction  (1979  Edition) .  442.323(b)(1); 

442.509  . 


45  CFR  CHAPTER  XIII  (PARTS  1300-1399) 

OFnCE  OF  HUMAN  DEVELOPMENT  SERVICES.  DEPARTMENT  OF  HEALTH  AND  HUMAN  SERVICES 

45  CFR 


National  Fire  Protection  Assodation 
Batterymarch  Park,  Quincy,  MA  02269  _ 

NFPA  101  Life  Safety  Code,  1978 . . . . . . . . 

Copies  are  available  for  inspection  at  Administration  on  Aging,  Public  Inquiries  Room  4148,  330  Independence  Ave., 
SW.,  Washington,  DC  20201 

46  CFR  SUBCHAPTER  D 

COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION 

American  Bureau  of  Shipping 
65  Broadway,  New  York,  NY  10006 
Rules  for  Building  and  Classing  Steel  Vessels,  1981 


American  Society  for  Testing  and  Materials 
1916  Race  St.,  Philadelphia,  PA  19103 

ASTM  D  93-80 — ^Test  for  Flash  Point  by  Pennsky-Martens  Closed  Tester . . . . . 

ASTM  D  323-79 — ^Test  for  Vapor  Pressure  of  Petroleum  Products  (Reid  Method) . 

Coast  Guard 

G-MMT/12. 2100  2nd  St,  SW..  Washington,  DC  20593 

160.14  "Compass  and  Mounting,  dated  December  14,  1944"  (SpeciBcation  for  Compasses:  Magnetic,  Liquid-filled, 
Mariners,  Compensating,  for  Life  boats  (With  mounting)  for  Merchant  Vessels.),  1944. 

Naval  Publications  and  Fomu  Center 
Customer  Service  Code  1052,  5801  Tabor  Ave.,  Philadelphia,  PA  19120 
Federal  Specification  Z2S-H-451  Hose,  Fire,  Woven-Jacketed  Rubber  or  Cambric-Lined,  with  Couplings,  F . . 

Inter-Governmental  Maritime  Consultative  Organization 
IMCO  Sales,  New  Yoric  Nautical  Instrument  and  Service  Corp.,  140  W.  Broadway,  New  York,  NY  10013 
A.264  (VIII)  Carriage  of  Grain,  1973 . . . . 


1321.123(b); 

1328.35(b) 


46  CFR 


31.10-1;  32.60-1; 
32.65-5;  32.65-40 


35.25-10 

30.10-22;  30.10-59 


33.15-10 


34.10- 10 

31.10- 33 


National  Fire  Protection  Association 
Batterymarch  Park,  Quincy,  MA  02269 

306  Control  of  Gas  Hazards  on  Vessels,  1975 . . .  35.01-1 


Underwriters  Laboratories 
333  Pfingsten  Rd.,  Northbrook,  IL  60062 

UL 19  Woven  Jacketed,  Rubber  Lined  Fire  Hose,  1971 . . . . -  . .  34.10-10 


46  CFR  SUBCHAPTER  F 

COAST  GUARD.  DEPARTMENT  OF  TRANSPORTATION 
American  Boat  and  Yacht  Coundl 
P.O.  Box  800-190  Ketchum  Ave.,  Amityville,  NY  11701 

P-1  Safe  Installation  of  Exhaust  Systems  for  Propulsion  and  Auxiliary  Machinery,  1973 .  58.10-5 

American  Bureau  of  Shipping 
85  Broadway,  New  York,  NY  10006 
Rules  for  Building  and  Classing  Steel  Vessels,  1981 . 

American  National  Standards  Institute 
1430  Broadway.  New  York,  NY  10018 

ANSI  Bl.1-1974 — Unified  Inch  Screw  Threads . 

ANSI  B2.1-ig68— Pipe  Threads . 

ANSI  B16.1-1975— C.I.  Flanges  and  Fittings . 

ANSI  B16.3-1977 — M.I.  Threaded  Fittings.  150  and  300  Lb 
ANSI  B16.4-1977— C.I.  Threaded  Fittings,  125  and  250  Lb . 

ANSI  B16.5-1977— Steel  Pipe  Flanges  and  Pipe  Fittings . 


56.60-1 


58.01-5;  58.01-5; 
58.20-5 


....  56.60-1 

....  56.60-1 

..-  56.60-1;  56.60-10; 

56.60- 15 

..-  56.60-1 

56.60-1 

....  56.20-1;  56.30-10; 

56.60- 1;  56.60-15 


ANSI  B16.9-197fr-Steel  Butt  Welding  Fitting . . 

ANSI  B16.10-1973 — Dimensions  of  Ferrous  Valves 


56.60-1 
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46  CFR  SUBCHAPTER  F— Continued 

COAST  GUARD.  DEPARTMENT  OF  TRANSPORTATION— Continued 

46  CFR 

ANSI  B16.11-1973 — ^Forged  Steel  Fittings,  Socket  Welded  and  Threaded .  56.30-5;  56.60-1 

ANSI  B16.14-1977 — ^Ferrous  Threaded  Plugs  Bushings .  56.60-1 

ANSI  B16.15-197&— Cast  Bronze  Threaded  Fittings . . . . .  56.60-1 

ANSI  B16.18-1978 — Cast  Brass  Solder-Joints . . . . .  56.60-1 

ANSI  B16.20-1973 — Ring  Joint  Gaskets,  Steel  Flanges . . . . . .  56.60-1 

ANSI  B16.21-1978 — Non-metallic  Gaskets  for  Flanges . . . . 56.60-1 

ANSI  B16.22-1980 — Wrought  Copper  and  Bronze  Solder  Joint  Fittings . . ........................1. . . . .  56.60-1 

ANSI  B16.23-1976— Cast  Bronze  Solder-Joint  Drainage - - - - -  i....'.  J...,.  . . .  56.6(^1 

ANSI  B16.24-197S — Brass  or  Bronze  Flanges  and  Fittings .  56.60-1 

ANSI  B16.25-1979 — Butt-welded  Ends — Pipe,  Valves,  Flanges  and  Fitting . . .  56.60-1;  56.70-0 

ANSI  B16.28-1978 — Wrought  Steel  Butt-welded  Short-radius  Elbows  and  returns . .  56.60-1 

ANSI  B16.29-1980 — ^Wrought  Copper  and  Wrought  Copper  Alloy-Solder  Joint  Drainage  and  Fittings . .  56.60-1 

ANSI  B31. 1-1980— Power  Piping . . . . . .  PART  56 

ANSI  B31.5-1974 — ^Refrigeration  Piping . . . .  58.20-5;  58.20-20 

ANSI  B36.10-1979— Stainless  Steel  Pipe . . — ..  56.07-5;  56-30-20; 

56-60-1 

ANSI  B36.19-1976— Stainless  Steel  Pipe . . . . .  56.07-5 

ANSI  B93.5-1979 — Recommended  Practice  for  the  Use  of  Fire  Resistant  Fluids  for  Fluid  Power  Systems . . .  58.30-10 

ANSI  Z21.22-1979 — ^Temperature — Pressure  Relief  Valves . . . . .  63.15-30 

American  Society  of  Mechanical  Engineers 
United  Engineering  Center,  1345  E.  47th  St.,  New  York,  NY  10017 

Boiler  and  Pressure  Vessel  Code,  Section  1,  Power  Boilers,  1977,  with  addenda  through  1979 . . .  Part  52;  56.95-10; 

58.30-15;  59.10-5 

Section  III,  Division  I,  Nuclear  Power  Plant  Components,  1980 .  Part  52;  56.95-10; 

58.30-15;  59.10-5 

Section  IV,  Heating  Boilers,  1980 .  Part  53 

Section  VII,  Care  of  Power  Boilers,  1980 .  59.01-3 

Section  VIII,  Division  I,  Pressure  Vessels,  1980 .  Part  54;  56.01-6; 


56.30-10,  56.30- 
30  56.60-1; 
56.95-10  5030- 
15;  59.10-5;  64.5; 
64.7;  64.11;  64.21; 
64.25;  64.31; 

64.61 

Section  IX,  Welding  and  Brazing  Qualifications,  1980 .  Part  57;  5070-5; 

56.70-20  56.75- 
20  56.85-10; 
59.10-5 


American  Society  for  Testing  and  Materials 
1916  Race  St.,  Philadelphia,  PA  19103 

ASTM  A  20-80 — Steel  Plates  for  Pressure  Vessels . . .  54.25-10 

ASTM  A  36-77a — Structural  Steel . . . . . . .  56.30-10 

ASTM  A  47-77 — ^Malleable  Iron  Castings . . .  56.60-1 

ASTM  A  53-80 — Pipe,  Steel,  Black  and  Hot-Dipped,  Zinc-Coated,  Welded  and  Seamless . . . .  56.01-0  56.10-1 

ASTM  A 106-80 — Seamless  Carbon  Steel  Pipe  for  High-Temperature  Service . - , — - . . . . .  56.60-1 

ASTM  A 126-73 — (1981)  Gray  Iron  Castings  for  Valves,  Flanges  and  Pipe  Fittings . . - . . . . . .  56.60-1 

ASTM  A 134-80— Electric-Fusion  (Arc)-Welded  Steel  Plate  Pipe  (Sizes  16  in.  and  over) .  56.60-1 

ASTM  A 135-79 — ^Electric-Resistance-Welded  Steel  Pipe .  56.60-1 

ASTM  A 139-74 — (1981)  Electric-Fusion  (Arc)-Welded  Steel  Pipe  (Sizes  4  in.  and  over) . . .  56.50-1 

ASTM  A  176-79b--Electric-Resistance  Welded  Carbon  Steel  Boiler  Tubes .  56.80kl 

ASTM  A 179-79 — Seamless  Cold-Drawn  Low  Carbon  Steel  Heat  Exchanger  and  Condenser  Tubes .  56.60-1 

ASTM  A 193-60C — Alloy-Steel  and  Stainless  Steel  Bolting  Materials  for  High  Temperature  Service .  58.30-15 

ASTM  A 197-79 — Cupola  Malleable  Iron . . . . . .  56.60-1 

ASTM  A  199-79a — Seamless  Cold  Drawn  Intermediate  Alloy-Steel  Heat-Exchanger  and  Condenser  Tubes . . .  56.60-1 

ASTM  A  203-60 — ^Pressure  Vessel  Plates,  Alloy  Steel,  Nickel . . .  54.05-20 

ASTM  A  210-79a — Seamless  Medium  Carbon  Steel  Boiler  &  Super  Heater  Tubes .  56.60-1 

ASTM  A  213-79b — Seamless  Ferritic  and  Austenitic  Alloy-Steel  Boiler,  Superheater,  and  Heat-Exchanger  Tubes..... .  56.60-1 

ASTM  A  214-79 — Electric-Resistance-Welded  Carbon  Steel  Heat  Exchanger  and  Condenser  Tubes . . . .  56.60-1 

ASTM  A  226-80— Qectric-Resistance-Welded  Carbon  Steel  Boiler  and  Superheater  Tubes  for  High-Pressure  Service  56.60-1 

ASTM  A  234-80a — ^Piping  Fittings  for  Wrought  Carbon  Steel  and  Alloy  Steel  for  Moderate  and  Elevated  Temperatures....  56.60-1 

ASTM  A  249-60b— Welded  Austenitic  Steel  Boiler,  Superheater,  Heat  Exchanger,  and  Condenser  Tubes . .  56.60-1 

ASTM  A  266-80a — Seamless  and  Welded  Ferritic  Stainless  Steel  Tubing  for  General  Service . . 56.60-1 

ASTM  A  276-80a — Stainless  and  Heatresisting  Steel  Bars  and  Shapes . . .  56.60-2 
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46  CFR  SUBCHAPTER  F— Continued 

COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION— Continued 

46  CFR 

ASTM  A  307-80 — Carbon  Steel  Externally  and  Internally  Standard  Fasteners . . .  56.25-20 

ASTM  A  312-80b — Seamless  and  Welded  Austenitic  Stainless  Steel  Pipe . . . . . .....  56.60-1 

ASTM  A  333-80 — Seamless  and  Welded  Steel  Pipe  for  Low  Temperature  Service  ................................................................  56.00-1 

ASTM  A  334-79 — Seamless  and  Welded  Carbon  and  Alloy  Steel  Tubes  for  Low  Temperature  Service.........,...^....................  56.60-1 

ASTM  A  335-80— Seamless  Ferritic  Alloy  Steel  Pipe  for  High  Temperature  Service .  56.60-1 

ASTM  A  358-80— Electric  Fusion-Welded  Austenitic  Chromium  Nickel  Alloy  Steel  Pipe  for  High  Temperature  Service.....  56.60-1 

ASTM  A  369-79a — Ferritic  Alloy  Steel  Forged  and  Bored  Pipe  for  High  Temperature  Service . . .  56.60-1 

ASTM  A  370-77 — Mechanical  Testing  of  Steel  Products . - .  54.25-20 

ASTM  A  376-80— Seamless  Austenitic  Steel  Pipe  for  High  Temperature  Central  Station  Service . . . .  56.07-10;  56.60-1 

ASTM  A  395-60— Ferritic  Ductile  Cast  Iron  Pressure-Retaining  Castings  for  use  at  Elevated  Temperatures .  56.60-1 

ASTM  A  403-80 — ^Wrought  Austenitic  Stainless  Steel  Piping  Fittings . . . . .  56.60-1 

ASTM  A  420-80a — Piping  Fittings  of  Wrought  Carbon  Steel  and  Alloy  Steel  for  Low  Temperature  Service .  56.60-1 

ASTM  A  430-79— Austenitic  Steel  Forged  and  Bored  Pipe  for  High  Temperature  Service . . .  56.60-1 

ASTM  A  520-72 — (1979)  Supplementary  Requirements  Seamless  and  Electrical-Resistance-Welded  Carbon  Steel  Tubu-  56.60-1 
lar  Products  for  High  Temperature  Service  Conforming  to  ISO  Recommendations  for  Boiler  Construction. 

ASTM  A  575-80— Merchant  Quality  Hot  Rolled  Carbon  Steel  Bars .  56.60-2 

ASTM  A  576-79 — Steel  Bars,  Carbon,  Hot  Rolled,  Special  Quality . . .  56.^2 

ASTM  B 16-81 — Free-cutting  Brass  Rod,  Bar  and  Shapes  for  use  in  Shapes  for  use  in  Screw  Machines.. . «...  56.60-2 

ASTM  B  21-80— Naval  Brass  Rod,  Bar  and  Shapes . . .  56.60-2 

ASTM  B  26-80a — Aluminum-Alloy  sand  Castings . . . - . . .  56.60-2 

ASTM  B  42-80— Seamless  Copper  Pipe,  Standard  Sizes . .T-.......-.«. .  56.60-1 

ASTM  B  43-80 — Seamless  Red  Brass  Pipe,  Standard  Sizes..»~ . - .  56.60-1 

ASTM  B  68-80 — Seamless  Copper  Tube,  Bright  Annealled . . . . .  56.60-1 

ASTM  B  75-80 — Seamless  Copper  Tube . - . - . - .  56.60-1 

ASTM  B  85-76 — ^Aluminum  Alloy  Die  Castings . . . - .  56.60-2 

ASTM  B  88-60 — Seamless  Copper  Water  Tube . - .  56.60-1 

ASTM  B  96-80 — Copper  Silicon  Alloy  Plate  and  Sheet  for  Pressure  Vessels . . . . .  56.60-2 

ASTM  B  97-80 — Copper  Silicon  Alloy  Plate,  Sheet,  Strip  and  Roiled  Bar  for  General  Purposes . .  58.50-5 

ASTM  B 111-80 — Copper  and  Copper  Alloy  Seamless  Condenser  Tube  and  Ferrule  Stock . .  56.60-1 

ASTM  B 122-80— Copper-Nickel-Zinc  Alloy  (Nickel  Silver)  &  Copper-Nickel  Alloy  Plate,  Strip  and  Rolled  Bar ...................  58.50-5 

ASTM  B 124-80 — Copper  and  Copper  Alloy  Forging  Rod,  Bar  and  Shapes . . . . . . .  56.60-1 

ASTM  B  127-80a — ^Nickel  Copper  Alloy  (UNS  NO  4400)  Plate,  Sheet  and  Strip. . . . . .  58.50-5;  56.50-10 

ASTM  B 152-80 — Copper  Sheet,  Strip  Plate  and  Rolled  Beur . . . .  58.50-5 

ASTM  B 154-80 — Mercurous  Nitrate  Test  for  Copper  and  Copper  Alloys . .'. .  56.60-1 

ASTM  B 181-75— Nickel  Seamless  Pipe  and  Tube . . .  56.60-1 

ASTM  B 167-80— Nickel-Chromium-bon  Alloy  (UNS  NO  6600)  Seamless  Pipe  and  Tube . - . . .  56.60-1 

ASTM  B 171-80— Copper-Alloy  Condenser  Tube  Plates .  56.60-2 

ASTM  B  209-81 — Aluminum-Alloy  Sheet  and  Plate . - . . . . . . .  58.50-5;  56.50-10 

ASTM  B  210-80 — ^Aluminum-Alloy  Drawn  Seamless  Tubes . . . . . .  56.60-1 

ASTM  B  234-80 — ^Aluminum-Alloy  Drawn  Seamless  Tubes  for  Condensers  and  Heat  Exchangers . — ...  56.60-1 

ASTM  B  241-80 — Aluminum-Alloy  Seamless  Pipe  and  Seamless  Extruded  Tube . .  56.60-1 

ASTM  B  280-80 — Seamless  Copper  Tube  for  Air  Conditioning  and  Refrigeration  Field  Service . .  56.60-1 

ASTM  B  283-80 — Copper  and  Copper  Alloy  Die  Forging  (Hot-pressed) .  56.60-2 

ASTM  B  315-80— Copper-Silicon  Alloy  Seamless  Pipe  and  Tube . . . . . - . . .  56.60-1 

ASTM  B  361-81 — ^Factory  Made  Wrought  Aluminum  and  Aluminum  Alloy  Welding  Fittings . . .  56.60-1 

ASTM  D  92-78 — ^Test  for  Flash  and  Fire  Points  by  Cleveland  Open  Cup . - .  58.30-10 

ASTM  D  93-80 — ^Test  for  Flash  Point  by  Pensky-Martens  Closed  Tester . .  58.01-10;  56.01-15 

ASTM  D  323-79 — ^Test  for  Vapor  Pressure  of  Petroleum  Products  (Reid  Method) . .  56.16-5 

ASTM  D  396-80— Fuel  Oils . . .  63.05-75;  65.10-75 

ASTM  D  635-81 — ^Test  Rate  of  Burning  and/or  Extent  and  Time  of  Burning  of  Self-Supporting  Plastics  in  a  Horizontal  56.60-25 
Position. 

ASTM  D 1785-76— Poly  (Vinyl  Chloride)  (PVC)  Plastic  Pipe  Schedules  40, 60,  and  120 .  56.60-25 

ASTM  D  2241-80— Poly  (Vinyl  Chloride)  (PVC)  WasUc  Pipe  (SDR-PR) . . . .  56.60-25 

ASTM  D  2464-76 — ^Threaded  Poly  (Vinjd  Chloride)  (PVC)  Plastic  Pipe  Fittings,  Schedule  80 . .  56.60-25 

ASTM  D  2466-78 — Socket-type  Poly  (Vinyl  Chloride)  (PVC)  Plastic  Pipe  Fittings.  Schedule  40 . .  56.60-25 

ASTM  D  2467-76a — Socket-type  Poly  (Vinyl  Chloride)  (PVC)  Plastic  Pipe  Fittings,  Schedule  80...M..........-...n . - .  56.^25 

ASTM  E  23-80 — Notched  Bar  Impact  Testing  of  MetaUic  Materials .  54.05-5;  56.50-105 

ASTM  E  206-69 — (1975)  Conducting  Drop-Weight  Test  to  Determine  Nil-Ductility  Transition  Temperature  of  Ferritic  54.05-5 
Steels. 


Compressed  Gas  Association 
500  Fifth  Ave.,  New  York,  NY  10036 

S-1.2 — Safety  Relief  Device  Standards — Cargo  and  Portable  Tanks  for  Compressed  Gases,  1979 . . . .  54.15-25 

S-1.2.5.2 — Flow  Test  of  Safety  Relief  Valves,  1979 . . . . . . . . . .  54.15-10;  54.16-10 
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COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION— Continued 

46  CFR 

Fluid  Controls  Institute,  Inc. 

Plaza  222,  U.S.  Highway  One,  Tequesta,  FL  33458 

69-1 — Pressure  Rating  Standard  for  Steam  Traps,  1977 . . . . . . .  56.60-1 

Manufacturers  Standardization  Society 
5203  Leesburg  Pike,  Suite  502,  Falls  Church,  VA  22401 

SP-9 — Spot-facing  for  Bronze,  Iron  and  Steel  Flanges,  1977 . . . .  56.60-1 

SP-25 — Standard  Marking  System  for  Valves,  Fittings,  Flanges  and  Unions,  1978.. . . . .  54.01-25;  56.15-1; 

56.20-5 

SP-42 — Class  150 — Corrosion  Resistant  Gate  Globe, .Angle  and  check  valves  with  Flanged  and  Butt-Welded  Ends,  1978 ..  56.60-1 

SP-45 — By-pass  and  Drain  Connection,  1976 . . - .  56.20-20;  56.60-1 

SP-51 — Standard  1501b  Corrosion  Resistant  Cast  Flanges  and  Fittings,  1978. . .  56.60-1 

SP-55 — Quality  Standard  for  Steel  Castings  for  Valves,  Flanges  and  Fittings  and  other  Piping  Components  (Visual  56.60-1 
Method),  1971  reaffirmed  1980. 

SP-58 — Pipe  Hangers  and  Supports,  1975 . . .  56.60-1 

Naval  Publications  Forms  Center,  Customer  Service — Code  1052 
5801  Tabor  Ave.,  Riiladelphia,  PA  19120 

Military  Specification:  MIL-S-901  Shock  Tests,  HI,  (high  impact);  shipboard  machinery  equipment  and  systems  58.30-17 
requirements  for,  1963. 

National  Fire  Protection  Association 
Batterymarch  Park,  Quincy,  MA  02269 

70  National  Electrical  Code,  1981 . . .  63.05-85;  63.10-85 

302,  Part  1,  Sect.  23 — Fire  Protection  for  Motor  Craft,  Pleasure  and  Commercial,  1980 . . . .  58,10-5 

Society  of  Automotive  Engineers 
400  Commonwealth  Dr„  Warrendale,  PA  15096 

]429  Mechanical  and  Quality  Requirements  for  Externally  Threaded  Fasteners,  1980k . . . . .  58.30-15 

Tubular  Exchanger  Manufacturers  Association 
707  Westchester  Ave.,  White  Plains,  NY  10604 

Heat  Exchangers,  Class  “B,”  “C,”  or  “R",  1978 . - . - .  54.01-2 

Underwriters  Laboratories 
333  Pfingsten  Rd.,  Northbrook,  IL  60062 

UL174 — Household  Electric  Storage  Tank  Water  Heaters,  1979 . . .  63.15-^;  63.15-35 

UL296— Oil  Burners,  1980  .  63.05-70;  63.(K-85; 

63.10-70;  63.10- 
85 

UL343 — Pumps  for  Oil  Burning  Appliances.  1978 . . . . . . . . .  63.05-55;  63.10-65 

UL506— Specialty  Transformers,  1979 . . . . . . . . .  63.05-55;  63.10-65 

UL814 — Gas  Tube  Sign  and  Ignition  Cable,  1978 . . . . . . .  63.05-55;  63.10-55 

UL1102 — Non-Integral  Marine  Fuel,  Tanks,  1980 . - . . . . . . — .  58.50-15 

46  CFR  SUBCHAPTER  H 

COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION 

American  Bureau  of  Shipping 
65  Broadway,  New  York,  NY  10006 

Rules  for  Building  and  Classing  Steel  Vessels,  1981 . . . .  70.35-1;  71.15-1; 

/  72.01-20,  72.01- 

15 

American  Society  for  Testing  and  Materials 
1916  Race  SL,  Philadelphia,  PA  19103 

ASTM  D  93-80— Tests  for  Flash  Point  by  Pennsky-Martens  Closed  Tester . .  78.17-75 

Coast  Guard,  G-MMT/12 
2100  2nd  St.,  SW.,  Washington.  DC  20593 

160.014 — “Compass  and  Mounting,  dated  December  14,  1944"  (Speciflcation  for  Compasses:  Magnetic,  Liquid-filled,  75.20-15 
Mariners,  Compensating,  for  Life  Boats  (with  mounting)  for  Merchant  Vessels),  1944. 

Naval  Publications  and  Forms  Center,  Customer  Service — Code  1052 
Philadelphia,  PA  19120 

Federal  SpeciBcation:  ZZr-H-451  Hose,  Fire,  Woven-jacketed  Rubber  or  Cambric-lined,  with  Couplings.  F .  76.10-10 

Inter-Govemmental  Maritime  Consultative  Organization,  IMCO  Sales,  New  York  Nautical  Instrument  and  Service  Corp. 

140  W.  Broadway,  New  York,  NY  10013 

A/ES  III  Res.  108  Annexes  I  thru  IV  dated  Nov.  30, 1966  Amendments  to  Chapter  II  of  the  International  Convention  for  80.20 
Safety  of  Life  at  Sea,  1960.  (adopted  as  part  of  International  Convention  for  the  Safety  of  Life  at  Sea,  1974),  1966. 

National  Fire  Protection  Association 
Batterymarch  Park.  Quincy,  MA  02269 

56A — Inhalation  Anesthetics  (Replaces  former  "Code  for  Flammable  Anesthetics”).  1973  .  72.05-10 


Federal 
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46  CFR  SUBCHAPTER  H— Continued 

COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION— Continued 

46  CFR 


306 — Control  of  Gas  Hazards  mi  Vessels,  1980 . . . . . . . . .  71.60-1 

Underwriters  Laboratories 
333  Pfingsten  Rd.,  Northbrook,  IL  60062 

UL 19 — Woven-Jacketed,  Rubber-Lined  Fire  Hose,  1971 . . . .  76.10-10 

46  CFR  SUBCHAPTER  I 

COAST  GUARD.  DEPARTMENT  TRANSPORTATION 

American  Bureau  of  Shipping 
65  Broadway,  New  York,  NY  10006 


Rules  for  Building  ai.d  Classing  Steel  Vessels.  1981 . .  . . 

American  Society  for  Testing  and  Materials 

1916  Race  St.,  Philadelphia,  PA  19103 

-  9635-1:  9 

92.01-1 

_ ....  97.15-55 

ASTM  D  323-79 — ^Test  for  Vapor  Pressure  of  Petroleum  Products  (Reid  Method) . . . 

Coast  Guard,  G-MMT/12 

2100  2nd  St  SW..  Washington,  DC  20593 

. . . — — ••• 

_  105.10-15 

160.014 — “Compass  and  Mounting  dated  December  14,  1944”  (Specification  for  Compasses:  Magnetic,  Liquid-filled,  94.20-15 


Mariners  Compensating,  for  Lifeboats  (with  mounting)  for  Mer^ant  Vessels),  1944. 

Naval  Publications  and  Forms  Center,  Customer  Service — Code  1052 
5801  Tabor  Ave.,  Miiladelphia,  PA  19120 

Federal  ^lecification:  ZZ-H-451  Hose,  Fire,  Woven-jacketed  Rubber  or  Cambric-Lined,  with  Couplings,  F .  95.10-10 

Inter-Governmental  Maritime  Consultative  Organization,  IMCO  Sales,  New  York  Nautical  Instrtunent  and  Service  Coip. 

164  W.  Broadway,  New  York,  NY  10013 

A.264  (VIII)— Carriage  of  Grain,  1973 . .  93.20-05 

National  Fire  Protection  AssociatioD 
Batterymarch  Park,  Quincy,  MA  02269 

306— Control  of  Gas  Hazards  on  Vessels,  1980 . . . . . - . — . . . . . .  91.50-1 

Underwriters  Laboratories 
333  Pfingsten  Rd.,  Northbrook,  IL  60062 

UL  19 — ^Woven-jacketed,  Rubber  Lined  Fire  Hose,  1978  . . . . . . . . .  96.10-10 


46  CFR  SUBCHAPTER  1-A 

COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION 

American  Bureau  of  Shippfaig 
65  Broadway,  New  York,  NY  10006 

Rules  for  Building  and  Classing  Offshore  Mobile  Drilling  Units,  1960. . — . . . . .  . . 100.113;  106.705 

American  National  Standards  Institute 
1430  Broadway,  New  York,  NY  10018 

ANSI  Z89.1-1969 — Industrial  Head  Protection . . 108.497 

ANSI  A14.3-1974— Fixed  Ladders . .  108.160 


American  Petroleum  Institute 
300  Corrigan  Tower  Bldg.,  Dallas.  TX  75201 

API  RP2D  with  supplement  1 — Recommended  Practice  for  Operation  and  Maintenance  of  Offshore  Cranes,  1972 ...............  107.259;  108.437; 

109.521;  109.527 

API  Spec  2C,  2nd  Edition  with  supplement  2  Specification  for  Offshore  Cranes,  1972 _ _ _ _  107  J09;  106.601; 

109.437 

National  Fire  Protection  Association 
Batterymarch  Park,  Quincy,  MA  02269 

306 — Control  of  Gas  Hazards  on  Vessels,  1980 . . -  109J73 

407 — Standard  for  Aircraft  Fuel  Servicing,  1980 . . . . . . . . . - .  106239 

496 — Standard  for  Purged  and  Pressurized  Enclosures  for  Electrical  Equipment  in  Hazardous  Locations,  1974 . . «...  106187 

Naval  Forms  and  Publications  Center,  Customer  Service — Code  1052 
5601  Tabor  Ave.,  Philadelphia,  PA  19120 

Federal  Specification:  ZZ-H-451  Hose,  Fire,  Woven-jacketed  Rubber  or  Cambric-lined,  with  Couplings,  F _ _ _  106425 

Underwriters  Laboratories 
333  Pfingstm  Rd.,  Northbrook,  IL  60062 

UL  19 — Woven-jacketed  Rubber  Lined  Fire  Hose,  1976 . . . . . . . . . . 106.425 


46  CFR  SUBCHAPTER  ) 

COAST  GUARD.  DEPARTMENT  OF , TRANSPORTATION 

American  Bureau  of  Shipping 
65  Broadway,  New  York,  NY  10006 
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46  CFR  SUBCHAPTER  J— Continued 

COAST  GUARD.  DEPARTMENT  OF  TRANSPORTATION— Continued 


Rules  for  Building  and  Classing  Steel  Vessels,  1981. 


American  Society  of  Mechanical  Engineers 
345  E.  47th  St.,  New  York,  NY  10017 

ANSI  A17.1-1978 — American  National  Standard  Safety  Code  for  Elevators.  Dumbwaiters,  Escalators  and  Moving  Walks 

Institute  of  Electrical  and  Electronic  Engineers 
345  E.  47th  St.,  New  York,  NY  10017 

45 — Recommended  Practice  for  Electric  Installations  on  Shipboard,  1977 . 


Naval  Publications  and  Forms  Center,  Customer  Service — Code  1052 
5801  Tabor  Ave.,  Philadelphia,  PA  19120 

Military  Specifications;  MILr-C-915  Cable  and  Cord,  Electrical,  for  Shipboard  Use,  1972,  with  1980  Arndt. 

MIL-W-7&— Wire  and  Cable,  Hook-up,  Electrical,  for  Shipboard  Use,  B . 

MIL-W-16878 — Wire,  Electrical  (Insulated,  High  Temperature),  D . . 

National  Fire  Protection  Association 
Batterymarch  Park,  Quincy,  MA  02269 

56A — Inhalation  Anesthetics,  1973 . 

70 — The  National  Electrical  Code.  1981 . 


Underwriters  Laboratories 
333  Pfingsten  Rd.,  Northbrook,  IL  60062 

UL  20 — General-Use  Snap  Switches,  1979 . 

UL  62 — Flexible  Cord  and  Fixture  Wire,  1979 . 

UL  67 — Panelboards,  1979,  with  revs  thru  Nov.  1979 . 

UL  98 — Enclosed  Switches,  1974,  with  revs  thru  July  1980 . 

UL  104 — Elevator  Door  Locking  Devices  and  Contacts,  1973 . 

UL  197 — Commercial  Electric  Cooking  Appliances,  1978,  with  revs  thru  Nov.  1979 . 

UL  363 — Knife  Switches,  1980 . . . 

UL  486A — ^Electric  Wire  Connectors  and  Soldering  Lugs  for  Use  with  Copper  Conductors,  1978.. 


UL  498 — Electrical  Attachment  Plugs  and  Receptacles,  1974,  with  revs  thru  Jan.  1979 . 

UL  514 — Electrical  Outlet  Boxes  and  Fittings,  1979,  with  revs  thru  Apr.  1980 . 

UL  595 — Marine-Type  Electric  Lighting  Fixtures,  1979,  with  revs  thru  Oct.  1980 . 

46  CFR  SUBCHAPTER  N 

COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION 
National  Fire  Protection  Association 
Batterymarch  Park,  Quincy,  MA  02269 

57 — Standard  for  Fumigation,  1973 . 

70 — National  Electrical  Code,  1981 . 


Naval  Publications  and  Forms  Center 
Customer  Service — Code  1052,  5801  Tabor  Ave.,  Philadelphia,  PA  19120 

Military  Specifications:  MIL-B-11886  Box,  Metal,  Shipping:  Reusable,  Transporter,  Steel,  Maximum  Load  9,000  Lbs,  K . 

MIL-B-21560  Box,  Metal,  Shipping;  Reusable,  Transporter,  Steel,  Type  1,  Capacity  135  Cubic  Feet,  Maximum  Load  9000 
Lbs,  B,  Notice  1. 

46  CFR  SUBCHAPTER  O 

COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION 
American  Bureau  of  Shipping 
65  Broadway,  New  York,  NY  10006 

Rules  for  Building  and  Classing  Steel  Vessels,  1981 . 


110.10-1;  111.05-10; 
111.10-5;  111.10- 
15;  111.30-30; 
111.35-5 


110.10-1;  110.80-35 


110.10-1;  111.30-5; 
111.30-10; 
111.60-1;  113.10- 
90;  113.15-90: 
113.20-90 


110.10-1;  111.60-1 

113.05-10 

113.05-10 


110.10-1;  111.80-20 
110.10-1;  111.50-15: 
111.80-5 


110.10-1;  111.55-5 
110.10-1;  111.60-5 
110.10-1;  111.40-1 
110.10-1;  111.55-5 
110.10-1;  111.80-35 
110.10-1;  111.80-65 
110.10-1;  111.55-5 
110.10-1;  111.60-25; 
111.60-40 

110.10-1;  111.75-30 
110.10-1;  111.75-35 
110.10-1;  111.75-20 


147A.11 

146.29-35 


146.29-11;  146.29-90 
146.29-11;  146.29-90 


American  National  Standards  Institute 
1430  Broadway,  New  York,  NY  10018 

ANSI  B16.^1979 — Steel  Pipe  Flanges  and  Pipe  Fittings . 

ANSI  B16.11-1973 — Forged  Steel  Fittings,  Socket-Welding  and  Threaded . 

ANSI  B16.25-1979 — Butt-welded  Ends — ^Pipe,  Valves,  Flanges,  and  Fittings . 

ANSI  Bl 6.31-1971 — Non-Ferrous  Pipe  Flanges . 

ANSI  B31.1-1980 — Power  Piping . 

ANSI  Z87.1-1979 — Practice  for  Occupational  and  Educational  Eye  and  Face  Protection.. 
ANSI  Z89.1-1969 — Safety  Requirements  for  Industrial  Head  Protection . 


151.50- 35;  153.940 

151.50- 10 
151.50-10 
153.940 

151.20-1;  151.50-10 

154.1400 

154.1400 
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46  CFR  SUBCHAPTER  O — Continued 

COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION^ontinued 

American  Society  of  Mechanical  Engineers  4*  CFR 

United  Engineering  Center,  345  E  47th  St^  New  York,  NY  10017 

Boiler  and  Pressure  Vessel  Code:  Section  Vm,  Pressure  Vessels.  1980  . . . . . . .  151.03-37 

American  Society  for  Testing  and  Materials 
1916  Race  St.,  Hiiladelphia,  PA  19103 

ASTM  A  20-78 — Steel  Plates  for  Pressure  Vessels . . . —  154.610 

Inter-Govemmental  Maritime  Consultative  Organiution 
IMCO  Sales,  New  York  Nautical  Instrument  and  Service  Corp.,  140  W.  Broadway,  New  York,  NY  10013 
Res.  A212(VII)  Code  for  the  Construction  and  Equipment  of  Ships  Carrying  Dangerous  Chemicals  in  Bulk.  1977,  with  8 
amdts. 

Res.  A328(IX)  Code  for  the  Construction  and  Equipment  of  Ships  Carrying  Liquefied  Gases  in  Bulk,  1975 . 

International  Convention  on  Safety  of  Life  at  Sea,  1974 . . . 

Medical  First  Aid  Guide  for  Use  in  Accidents  Involving  Dangerous  Goods  (no  date) . . 

46  CFR  SUBCHAPTER  Q 

COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION 

American  Society  for  Mechanical  Engineers 
United  Engineering  Center,  345  E.  47th  St.,  New  York,  NY  10017 
Boiler  and  Pressure  Vessel  Code:  Section  IV — par.  HG-402  Discharge  Capacities  of  Safety  and  Safety  Relief  Valves,  162.012-1:  162.013-1 
1980. 

Section  I — par.  PG-87  to  72  Design  and  Construction,  and  Tests  1977-1979 .  162.001-1 

Par.  PG-69— Testing  1977-1979 . . — - - - - - - - - - -  162.001-1 

Par.  PG-71— Mounting  1977-1979 . . . . . . .  1621)01-1 

Par.  PG-110 — Stamping  of  Safety  Valves  1977-1979 . . . . . . . .  162.001-1 

Section  VIII — ^Par.  UG-131  Certification  of  Capacity  for  Pressure  Relief  Valves,  1980 _ _ _ _ _ _ _ _ _ 102D18-1 


160.032-1 

160.035-1 

160.032-1 

160.035-1 

162D14-1 

161.002-1;  161.004-1: 
161.006-1; 
161.071-3 
160.071-3 

160J)71-3 

160.055-1 

160.055-1 

iea071-3;  160J)55-1 
160.055-1;  160.071-3 
164.000-3 
164.012-1 

104.007-1;  164J)06-1 
164.031-1 


Coast  Guard 

G-MMT/12.  2100  Second  SL  SW,  Washington,  DC  20593 

DWG  No.  F-49-6-1 — Life  Preserver,  Kapok,  Adult . . . . . . . . . . . .  160.002-1 

DWG  No.  F-49-6-5 — ^Life  Preserver,  Kapok,  Child . - . . .  160.002-1 

DWG  No.  160.005-1 — Life  Preserver,  Filmnis  Glass,  Adult  and  Child  (Jadcet  Type).„ . . .  160.005-1 

DWG  No.  160.009 — Cock  and  Balsa  Wood  Ring  Life  Buoy;  arrangement  and  construction  details . 166009-1 

DWG  No.  180.013-1— Hatchet  (Lifeboat  and  Uferaft) . 160.013-1 

DWG  No.  160.017-l(b] — Ladders,  Embarication-Debarkation .  '  . . . . . . .  100.017-1 

DWG  No.  160.027-4 — Rectangular  Balsa  Wood  Life  Float  with  Platform,  Net  and  Rigging . 160.027-1 

DWG  No.  160.043-l(b) — Jackknife  (with  Can  Opener) .  160.043-1 

DWG  No.  160.047-1 — Buoyant  Vest,  Kapok  or  Fibrous  Glass,  Adult  and  Child .  160.047-1 

DWG  No.  160.048-1 — Buoyant  Cushion,  Fibrous  Glass . .  160.048-1 

DWG  Na  ieO.049-1 — ^Buoyant  Cushion,  Plastic  Foam .  160.049-1 

DWG  Na  160.052-1 — ^Buoyant  Vest,  Unicellular  Plastic  Foam,  Adult  and  Child . 160X)S2-1 

DWG  Na  160-055-lA — ^Life  Preservers,  Unicellular  Plastic  Foam,  Adult . 160.055-1 


American  Society  for  Testing  and  Materials 
1916  Race  St.,  Philadelphia,  PA  19103 

ASTM  A  27-80 — ^Mild  to  Medium  Strength  Carbon  Steel  Castings . 

ASTM  A  36-77 — Structural  Steel . 

ASTM  A  216-77 — Carbon-Steel  Casting  Suitable  for  Fusion  Welding  for  High  Temperature  Service . 

ASTM  A  525-80 — Steel  Sheets,  Zlinc-Coated  (Galvanized)  by  the  Hot  Dip  Process . . . . . 

ASTM  B  61-80 — Steam  or  Valve  Bronze  Castings . . .  -  -  . . . 

ASTM  B 117-73 — ^Method  of  Salt  Spray  (Fog)  Testing . . . . . 


ASTM  C  177-70 — Standard  Test  Method  for  Steady  State  Thermal  Transmission  Properties  by  Means  of  the  Guarded 
Hot  Plate. 

ASTM  C  518-70— Standard  Test  Method  for  Steady  State  Thermal  Transmission  Properties  by  Means  of  the  Heat  Plow 
Meter. 

ASTM  D  413-78— Adhesion  of  Vulcanized  Rubber  (Friction  Test) . . . 

ASTM  D  570-77 — ^Water  Absorbtion  of  Plastics . . . . . 

ASTM  D  882-75 — ^Tensile  Properties  of  Thin  Plastic  Sheeting . . . . . . . 

ASTM  D 1004-66— Tear  Resistance  of  Plastic  Film  and  Sheeting . . . . . . . 

ASTM  D 1571-77 — Cloth  Woven  Asbestos  . . . . . . . . . . . 

ASTM  E  84-80 — Standard  Test  Method  for  Surface  Burning  Characteristics  of  Building  Materials . . . .................. 

ASTM  E 119-80 — ^Fire  Testing  of  Building  Cmistruction  and  Materials . . . . 

ASTM  D  3574-77 — Flexible  Cellular  Matnials — Slab  Bonded  and  Molded  Urethane  Foam,  Testing ........ _ ................... 


153.2 

154.3 

154.3;  154.5: 
154.1802 

153.930;  154.1435: 
154.1440 
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46  CFR  SUBCHAPTER  Q — Continued 

COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION— Continued 


DWG  No.  160.055-lB — Life  Preservers,  Unicellular  Foam,  Child . . . 

DWG  No.  160.060-1 — ^Buoyant  Vest,  Unicellular  Polyethylene  Foam,  Adult  and  Child . 

DWG  No.  164.013-1 — Pattern,  Trigonal  Slit,  for  Polyethylene  Foam  Slab  Material . 

Compressed  Gas  Association 
500  Fifth  Ave.,  New  York,  NY  10036 

S-1.2.5.2 — Flow  Tests  of  Safety  Relief  Valves  (Pamphlet  1.2,  para.  5.2),  1979 . 

National  Bureau  of  Standards 

C/0  Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Washington,  DC  20402 
Special  Pub.  440  (SD  Cat.  No.  C13.10:440)  Color:  Universal  Language  and  Dictionary  of  Names,  1976 


Naval  Publications  Forms  Center 

Customer  Service — Code  1052,  5801  Tabor  Ave.,  Philadelphia,  PA  19120 

Federal  Specifications:  C-C-01  Candle,  Illuminating,  D . 

CCC-C-426— Cloth,  Cotton  Drill,  D . 


CCC-C-443 — Cloth,  Cotton,  Duck,  Plied  Filling  Yams,  Flat,  E,  and  Arndt.  1 . . . 

CCC-C-700 — Cloth,  Coated,  Vinyl  (Artificial  Leather),  G . 

GG-K-391 — Kits  (Empty),  First  Aid,  Bum  Treatment  and  Snakebite;  and  kit  contents.  A,  and  Arndt.  4. 

GGG-A-926 — Axes,  C,  and  Arndt.  2 . 

HH-M-351 — Millboard,  Asbestos,  E,  and  Arndt.  2 . 

L-P-375 — Plastic  Film,  Flexible,  Vinyl  Chloride,  C,  and  Arndt.  3 . 


L-P-390 — Plastic  Molding  and  Extrusion  Materials,  Polyethylene  and  Copolymers  (Low,  Medium,  and  High  Density),  C, 
and  Arndt.  1. 

L-P-393 — Plastic  Molding  Material  Polycarbonate,  Injection  and  Extrusion,  A,  and  Arndt.  2 . . . . . 

L-P-406— Plastics,  organic;  General  Specification  (Test  Methods),  B,  and  Arndt.  1 . 

L-S-300 — Sheeting  and  Tape,  Reflective:  Non-exposed  Lens,  Adhesive  Backing,  B . 

QQ-B-611 — Brass,  Commercial;  Bars,  plates,  rods  shapes.  Sheets  and  Strip,  A,  and  Arndt.  4 . ...» . . . . 

QQ-I-706— Iron  and  Steel;  Sheet,  tinned  (Tinplate),  A,  and  Arndt.  1 . . . . . . 

QQ-W-423 — Wire,  Steel,  Corrosion-resisting,  B . . . . . . 

RR-C-271 — Chain  and  Attachments,  welded,  weldless,  and  roller  chain,  B . . . ,■.,,, . 

T-R-605 — Rope,  Manila  and  Sisal,  B.  and  Arndt.  3 . . . . . 

TT-E-489 — Enamel,  Alkyd,  Gloss  (for  Exterior  and  Interior  Surfaces),  G . . . . . ;... . . . 

TT-P-59 — Paint,  Ready-mixed,  International  Orange  (not  for  Residential  Use),  E,  and  Arndt.  1 . 

TT-W-572 — Wood  Preservative:  Water-repellant,  B,  and  Arndt.  1 . . . 

V-T-276— Thread,  Cotton,  H . . 

V-T-285 — ^Thread,  Polyester.  D . 

V-T-295 — ^Thread,  Nylon,  D . . . 

VV-G-671 — Grease;  Lubricating,  Graphite,  E . 

W-B-101 — ^Batteries  and  Cells;  Dry,  H . 

WW-C-621 — Couplings;  Hose,  Cotton  (Rubberlined)  and  Linen  (Unlined),  E,  and  Arndt.  1 . 

Federal  Standards  and  Test  Method  Standards;  No.  141  Paint,  Varnish,  Lacquer,  and  Related  Materials;  Methods  of 
Inspection,  Sampling,  and  Testing,  A.  , 

No.  151 — Metals,  Test  Methods,  B,  and  Notice  2 . 

No.  191 — Textiles,  Test  Methods,  A . . . 


No.  595 — Colors,  A,  and  Notice  5. 


46  CFR 

160.055-1 

160.060-1 

164.013-1 


162.018-1 


160.021-1;  160.022-1: 
160.024-1; 
160.036-1: 
160.037-1: 
160.057-1 


164.015-1 

160.048-1;  160.049-1; 
160.055-1; 
164.018-5 

160.009-1,  164.018-5 
160.048-1;  160.049-1; 

160.055-1 

160.041-1 

160.013-1 

164.009-3 

160.002-1;  160.005-1; 
16a047-l: 
160.048-1: 
164.018-1 
161.010-1 

161.010-1 

161.010-1 

164.018-5 

161.008-1 

160.061-1 

160.061-1 

160.017-1 

160.017-1;  160.031-1; 
160.009-1; 
160.028-1 

161.001-1;  161.010-1 

160.035-1 

160.017-1 

160.001-1;  160.009-1; 
160.010-1 

160.001-1:  160.009-1 
160.001-1;  160.009-1; 

160.050-1 

161.001-1 

161.008-1:  161.010-1 
162.027-1 

164.018-5 

160.062-1 

160.002-1:  160.005-1; 
160.009-1; 
160.047-1; 
160.05i-l: 

'  160.055-1; 

'  160.060-1; 
160.071-3 

160.050-1;  160.009-1; 
160.055-1 
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No.  751 — Stitches,  Seams,  and  Stitchings.  A . . . . .  160.002-1;  160.005-1; 

160.009-1: 

160.047-1; 

160.048-1; 

160.04a-l; 

160.052-1; 

-  160.055-1; 

160.060-1; 

160.071-3 


Military  Specifications:  MIL-B-18  Batteries,  Dry,  D,  and  Arndt.  2 . . . . .  161.001-1;  161.010-1 

MIL-B-2766 — ^Batt,  Fibrous  Glass,  Lifesaving  Equipment,  B,  and  Interim  Arndt.  1 . . . . . . .  160.005-1;  160/)47-l; 

160.048-1 

MIL-B-16444 — ^Bronze,  Hydraulic  (ounce  metal]:  castings,  A.  and  Notice  1 . . 160.027-1 

MIL-Crl7415 — Cloth,  Coated  and  Webbing,  Inflatable  Boat  and  Miscellaneous  Use.  E,  and  Arndt.  1 . .  160.051-1;  164.018-1 

MIL-C-43006 — Cloth  Laminated,  Vinyl-Nylon,  High  Strength,  Flexible,  E . . .  160.049-1;  160.055-1; 

164.018-5 

MIL-D-3716— Dessicants  (Activated]  for  Dynamic  Dehumidification,  A,  and  Arndt.  2 .  161.001-1 

MIL-D-5531 — Desalter  Kit  Sea  water  Mark  Q.  E . . .  160.058-1 

MIL-E-15090— Enamel,  equipment,  light  gray  (Formula  No.  Ill),  B,  and  Arndt.  2 .  160.026-1 

MIL-F-859— Fuel  Oil,  Boiler,  E  and  Arndt.  2 . . .  164.015-1;  164.016-1 

MIL-I-16923 — Insulating  Compound,  Electrical  Embedding,  G.  and  Arndt.  1 . . . . .  161.010-1 

MIL-L-1204 — ^Lamp,  Safety,  Flame,  B . . . . .  160.016-1 

MIL-L-2646 — Light,  Marker,  Distress,  Floating  Automatic  Nonmagnetic,  D,  and  Arndt.  2 . .  161.001-1 

MIL-L-7178 — Lacquer,  Cellulose  Nitrate,  Glass  for  Aircraft  Use,  A,  and  Arndt.  1 . . .  160.026-1 

MIL-L-17653A— Life  Preserver,  Vest,  Work  Type,  Unicellular  Plastic,  B,  and  Arndt  3 . . . _ - _ _  160.053-1 

MIL-L-19496  (ships] — ^Lifeboat  COj  Inflatable  Mark  5,  Mod  1, 15-person  Capacity,  D,  and  Arndt.  1 . . .  160.051-1 

MIL-L-45505 — Line-throwing  Apparatuses,  Rocket  and  Projectile  Units,  A . . .  160.040-1 

MIL-M-15617 — ^Mats,  Fibrous  Glass  for  Reinforcing  Plastics,  A.  and  Arndt.  1 . . .  160.035-1 

MlL-P-79 — Plastic  Rods  and  Tubes,  Thermosetting,  Laminated,  C.  and  Arndt.  2 . . . .  160.001-1;  161in0-l 

MIL-P-17549 — ^Plastic  Laminates,  Fibrous  Glass  Reinforced,  Marine  Structural,  G  and  Arndt.  2 . .  160.035-1 

MIL-P-18088— Plywood,  Ship  and  Boat  Construction,  B . . . . .  160.035-1 

MlL-P-19644 — ^Plastic  Foam,  Molded  Polystyrene  (Expanded  Bend  Type],  C..' . . . .  160.035-1 

MIL-P-21929 — Plastic  Materials,  Cellular  Polyurethane.  Foam-in-nace,  Rigid  (2  and  4  Pounds  Per  Cubic  Foot),  B.  and  160.035-1 
Arndt.  1. 

MlL-P-40619 — Plastic  Material.  Cellular,  Polystyrene  (for  Buoyancy  Applications),  A . .  160.035.1;  164.013-1 

MIL-R-900 — Rubber  Gasket  Material.  45  Durometer  Hardness.  F . . . . .  161.001-1 

MIL-R-2765-^ubber  Sheet,  Strip,  Extruded,  and  Molded  Shapes,  Synthetic,  Oil  Resistant,  C .  161.001-1 

MIL-R-7575— Resin,  Polyester,  Low-Pressure  Laminating,  C  and  Arndt.  2 . . .  160.035-1 

MIL-41-16847 — Ring  Buoys.  Lifesaving,  Unicellular  Plastic,  E,  and  Arndt.  2 .  160.050-1 

MIL-R-21607 — Resins,  Polyester,  Low-Pressure  Laminating,  Fire-retardant,  D .  160.035-1;  164.018-5 

'  MIL-R-23139 — ^Rocket  Motors.  Surfaced  Launched,  Development  and  Qualification  Requirements  for,  B .  160.040-1 

MIL-S-18655 — Signal,  Smoke  and  Illumination,  Marine,  C .  160.023-1 

MIL-W-530 — ^Webbing,  Textile.  Cotton,  General  Purpose,  Natural  or  in  Colors,  F,  and  Arndt.  2 .  160.002-1;  160.005-1; 

160.047-1: 

160.052-1; 

160.055-1: 

160.055-1 


National  Fite  Protection  Assodation 
Batterymarch  Park,  Quincy,  MA  02269 

No.  255  Method  of  Test  of  Surface  Burning  Characteristics  of  Building  Materials,  1972 . .  164.012-1 

Underwriters  Laboratories 
333  Pfingsten  Road,  Northbrook,  IL  60062 

UL  62 — Flexible  Cord  and  Fixture  Wire.  1980 . . .  161.006-1 

UL 198B— Class  H  Fuses.  1975 . . . . . .  161.004-1 

UL  1191 — First  Edition  Standard  for  Components  of  Personal  Flotation  Devices,  1977 . . . . .  160.071-3 


46  CFR  SUBCHAPTER  R 

COAST  GUARD.  DEPARTMENT  OF  TRANSPORTATION 


American  Bureau  of  Shipping 
65  Broadway,  New  York,  NY  10006 

Rules  for  Building  and  Classing  Steel  Vessels,  1981 .  167.15-27;  167.20-1 

Institute  of  Electrical  and  Eiectronic  Engineers  (formerly  American  Institute  of  Electrical  Engineers) 

345  East  47th  St..  New  York,  NY  10017 

45— Recommended  Practice  for  Electrical  Installations  on  Shipboard,  1977 .  167.40-1;  167.25-1 
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Naval  Publicationa  and  Forms  Center,  Customer  Service — Code  1052 
5801  Tabor  Ave.,  Philadelphia,  PA  19120 

Federal  specification:  ZZ-H-451  Hose,  Fire,  Woven-Jacketed  Rubber  or  Cambric-lined,  with  Couplings,  F., 
National  Fire  Protection  Association 
Batterymarch  Park,  Quincy,  MA  02269 

305— Control  of  Gas  Hazards  on  Vessels,  1980 . . . 

Underwriters  Laboratories 
333  Pfingsten  Rd.,  Northbrook,  IL  60062 

UL 19 — Woven-jacketed  Rubber  Lined  Fire  Hose,1971 . . . 


46  CFR  SUBCHAPTER  T 

COAST  GUARD,  PEPARTMENT  OF  TRANSPORTATION 
American  Boat  and  Yacht  Council 
P.O.  Box  806—190  Ketchum  Ave.,  Amityville,  NY  11701 

P-1 — Safe  Installation  of  Exhaust  Systems  for  Propulsion  and  Auxiliary  Machinery,  1973 . . 

Institute  of  Electrical  and  Electronic  Engineers  (formerly  American  Institute  of  Electrical  Engineers) 
345  East  47th  St,  New  York,  NY  10017 

45 — Recommended  Practice  for  Electrical  Installations  on  Shipboard,  1977 . . 


American  Society  for  Testing  and  Materials 
1916  Race  St,  Philadelphia,  PA  19103 

ASTM  B  97-77 — Copper-Silicon  Alloy  Plate,  Sheet,  Strip  and  Rolled  Bar  for  General  Purposes . 

ASTM  B 122-79— Copper-Nickel  Zinc  Alloy  (Nickel  Silver]  and  Copper-Nickel  Alloy  Plate,  Strip,  and  Rolled  Bar. 

ASTM  B  127-80a — ^Nickel-Copper  Alloy  (UNS  NO4400).Plate,  Sheet  and  Strip . 

ASTM  B 152-79 — Copper,  Sheet  Strip,  Plate  and  Rolled  Bar . . 

ASTM  B  209-81 — ^Aluminum  Alloy  Sheet  and  Plate . 

ASTM  D  93-80 — ^Test  for  Flash  Point  by  Pennsky-Martens  Closed  Tester . 

ASTM  D  323-79 — ^Test  for  Vapor  Pressure  of  Petroleum  Products  (Reid  Method) . . . . . 

Naval  Publications  and  Forms  Center,  Customer  Service — Code  1052 
5801  Tabor  Ave.,  Philadelphia,  PA  19120 

Federal  Specification  Z2^H-451 — Hose,  Fire,  Woven-jacketed  Rubber  or  Cambric-lined,  with  Couplings,  F . 

NAVSEA  Cable  Comparison  Guide,  1975 . . . . . - . . . . 

National  Fire  Protection  Association 
Batterymarch  Park,  Quincy,  MA  02269 

70 — National  Electrical  Code,  1980 . . . 


Underwriters  Laboratories 
333  Pfingsten  Rd.,  Northbrook,  IL  60062 

UL  19 — Woven-jacketed,  Rubber  Lined  Fire  Hose,  1971 . 

UL  197 — Commercial  Electric  Cooking  Appliances,  1978,  incl.  all  revisions  thru  1979 .. 

UL  595 — Marine  Type  Electric  Lighting  Fixtures,  1974,  incl.  all  revisions  thru  1980 . 

UL  1102 — Non  Integral  Marine  Fuel  Tanks,  1980 . 


46  CFR  SUBCHAPTER  U 

COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION 
American  Bureau  of  Shipping 
65  Broadway,  New  York,  NY  10006 


Rules  for  Building  and  Classing  Steel  Vessels.  1981 . 


182.15-15:  182.15-20 


183.01-15;  183.05-45; 
183.10-10 


182.15-25 

182.15- 25 

182.15- 25;  182.20-25 

182.15- 25 

182.15- 25;  182.20-25 

182.15- 1:  182.20-1 
188.10^21 


181.15-10 

183.10-20 


183i)l-10;  183.05-45; 
183.05-50; 
183.10-20 


181.15- 10 

183.01-15:  183.10-45 
183.m-15 

182.15- 25;  182.15-25 


46  CFR 

188.35-1;  189.15-1; 

ioaoi-10; 

190m-15; 

195.01-5 


Coast  Guard,  G-MMT/12 
2100  2nd  St..  SW,  Washington,  DC  20593  , 

160.014 — “Compass  and  Mounting  dated  December  14,  1944”  (Specification  for  Compasses:  Magnetic,  Liquid-filled, 
Mariners,  Compensating,  for  Lifeboats  (with  mounting]  for  Merchant  Vessels,  1944. 

Naval  Publications  and  Forms  Center,  Customer  Service — Code  1052 
5801  Tabor  Ave.,  Philadelphia,  PA  19120 

Federal  Specification:  ZZ-H-451 — Hose,  Fire,  Woven-jacketed,  Rubber  or  Cambric  Lined,  with  Couplings,  F . . . . . 

National  Fire  Protection  Association 
Batterymarch  Park,  Quincy,  MA  02269 

306 — Control  of  Gas  Hazards  on  Vessels  (Formerly  “Control  of  Gas  Hazards  on  Vessels  to  be  Repaired"],  1975 . . . 

Underwriters  Laboratories 
333  Pfingsten  Rd.,  Northbrook,  IL  60002 
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UL 19 — Woven  Jacketed,  Rubber  Lined  Fire  Hose,  1971 . . . . .  193.10-10 

46  CFR  SUBCHAPTER  V 

COAST  GUARD,  DEPARTMENT  OF  TRANSPORTATION 

American  National  Standards  Institute 
1430  Broadway,  New  York,  NY  10018 

ANSI  B31.1-1980— Power  Piping . . .  197.204;  197.205; 

197.336 

American  Society  of  Mechanical  Engineers 
United  Engineering  Center,  345  Bast  47th  St.,  New  York,  NY  10017 

Boiler  and  Pressure  Vessel  Code,  Section  VIII,  1980 . . . . .  197.204;  197.205; 

197.300;  197.310; 
197.328 

Naval  Publications  and  Forms  Center,  Customer  Service — Code  1052 


5801  Tabor  Ave.,  Philadelphia,  PA  19120 

Federal  Specifications;  BB-N-411 — ^Nitrogen,  Technical,  C .  197.340 

BB-O-925 — Oxygen,  Technical,  Gas  and  Liquid,  A . i .  197.340 


47  CFR.  CHAPTER  I  (PARTS)  1-199) 

FEDERAL  COMMUNICATIONS  COMMISSION 

47  cm 

National  Association  of  Regulatory  Utility  Commissioners 
1102  Interstate  Commerce  Commission  Building,  Constitution  Ave.  and  Twelfth  St.,  NW^  Washington,  DC  20005 
Separations  Manaual  (Standard  Procedures  for  Separating  Telephone  Property  Costs,  Revenues,  Expenses,  Taxes  and  67.1 
Reserves),  February  1971. 

Copies  of  the  NARUC  Separations  Manual  are  available  for  inspection  at  the  following  locations:  Office  of  the 
Common  Carrier  Bureau,  Federal  Communications  Commission,  1919  M  St.,  NW.,  Washington,  DC  20554;  Field  Office 
of  the  Common  Carrier  Bureau,  Room  1309X,  90  Church  St.,  New  Yoric,  NY. 


49  CFR  SUBTITLE  A  (PARTS  0-99) 

OFHCE  OF  THE  SECRETARY,  DEPARTMENT  OF  TRANSPORTATION 

49  cm 

American  National  Standards  Institute 
New  York.  NY 

Available  from:  Office  of  Environment  and  Safety,  DOT,  400  7th  St.,  SW,  Washington,  DC  20590. 

ANSI  A117.1-1961  (R1971),  American  National  Standard  SpeciScations  for  Making  Buildings  and  Facilities  Accessible  27.5;  27.67 
to,  and  Usable  by,  the  Physically  Handicapped. 

Interagency  Land  Acquisition  Conference 

Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Washington,  DC  20402 
Uniform  Appraisal  Standards  for  Federal  land  Acquisition  (1972  Edition),  Stock  No.  5259-0002 . . . .  25.260 


49  CFR  CHAPTER  I  (PARTS  100-169) 

RESEARCH  AND  SPECIAL  PROGRAMS  ADMINISTRATION.  DEPARTMENT  OF  TRANSPORTATION  (HAZARDOUS  MATERIALS 
REGULATIONS) 


The  Aluminum  Association 
420  Lexington  Ave.,  New  York,  NY  10017 

Aluminum  Standards  and  Data,  1970-71  Dated  December  1969 . . . 

American  National  Standards  Institute 
1430  Broadway,  New  York,  NY  10018 

ANSI  B16.5-1977 — Steel  Pipe  Flanges,  Flanged  Fittings . . . 

ANSI  N14.1-1971 — ^Packaging  of  Uranium  Hexafluoride  for  Transport . . . . . . . . . - 

American  Society  of  Mechanical  Engineers 
United  Engineering  Ctr.,  345  47th  St.,  New  York,  NY  10017 

ASME  Code,  Sec.  VIII  Piv.  I)  and  IX  of  1977  edition  of  American  Society  of  Mechanical  Engineers  Boiler  and  Pressure 
Code  and  Addenda  tluough  12/31/78. 


ASME  Code,  Section  V  (FR  Nondestructive  examination,  1977) . 

ASME  Code,  Section  IX  (FR  Welding  and  Brazing  QualiHcation  77  +  Add  79) 
American  Society  for  Testing  and  Materials 
1916  Race  St.,  Fkiladelphia,  PA  19103 


49  cm 


173.266;  178.65-6 


178.34 

171.7;  173.396 


171.7;  173.33; 

173.306,  173.315, 
177.814;  178.251; 
178.255;  17&337; 
178.340;  178.342; 
178.343;  178.246: 
173.32;  179.400 
173.33 
178.245 
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49  CFR 


Noncunrent  ASTM  standards  are  available  from:  Engineering  Societies  Library,  345  E.  47th  St.,  New  York,  NY  10017. 

ASTM  A  20-72a — General  Requirements  for  Delivery  of  Steel  Plates  for  Pressure  Vessels . . 

ASTM  A  47-68 — Malleable  Iron  Castings . . . . . . . . 

ASTM  A  53-69a — Welded  and  Seamless  Steel  Pipe . . . . . .... 

ASTM  A 178-70 — Electric  Resistance  Welded  Carbon  Steel  Boiler  Tubes . . . . — . — 

ASTM  A 192-69 — Seamless  Carbon  Steel  Boiler  Tubes  for  High  Pressure  Service . . 

ASTM  A  240-89 — Stainless  and  Heat-Resisting  Chromium  and  Chromium-Nickel  Steel  Plate,  Sheet,  and  Strip  For 
Fusion-Welded  Unfired  Pressure  Vessels. 


ASTM  A  242-68 — High-strength  Low  Alloy  Structural  Steel . — . . . 

ASTM  A  262-44-T — Boiling  Nitric  Acid  Test  for  Corrosion  Resisting  Steels . 

ASTM  A  265-69 — Nickel  and  Nickel-Base  Alloy  Clad  Steel  Plate . 

ASTM  A  269-69 — Seamless  and  Welded  Austenitic  Stainless  Steel  Tubing  for  General  Service . . . - . 

ASTM  A  285-78 — Pressure  Vessel  Plates.  Carbon  Steel,  Low-  and  Intermediate-Tensile  Strength . - . . 

ASTM  A  300-58 — Steel  Plates  for  Pressure  Vessels  for  Service  at  Low  Temperatures . - . . . . . 

ASTM  A  300-68 — ^Notch  Toughness  Requirements  for  Normalized  Steel  Pressure  Plates  for  Pressure  Vessels . 

ASTM  A  302-78 — Pressure  Vessel  Plates,  Alloy  Steel,  Manganese-Molybdenum  and  Manganese-Molybdenum-Nidde— .. 

ASTM  A  312-70a — Seamless  and  Welded  Austenitic  Stainless  Steel  Pipe . 

ASTM  A  333-67 — Seamless  and  Welded  Steel  Pipe  for  Low-Temperature  Service . . . . 

ASTM  A  370-68 — ^Methods  and  Defrnitions  for  Mechanical  Testing  for  Steel  Products  (FR  370-68)  . . . 

ASTM  A  388-67 — ^Ultrasonic  Testing  and  Inspection  of  Heavy  Steel  Forging.. . . . . . ...» . . 

ASTM  A  515-69 — Carbon  Steel  Plates  for  Pressure  Vessels  for  Intermediate  and  Higher  Temperature  Service . . 

ASTM  A  516-72 — Carbon  Steel  Plates  for  Pressure  Vessels  for  Moderate  and  Low  Temp.  Service . . 


ASTM  A  516-70a — Carbon  Steel  Plates  for  Pressure  Vessels  for  Moderate  and  Lower  Temperature  Service. 


ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 

ASTM 


A  537-69 — Carbon-manganese-Silicon  Steel  Plates  Heat  Treated  for  Pressure  Vessels . 

A  572-68 — ^High-Strength  Low  Alloy  Columbium-Vanadium  Steels  of  Structural  Quality . 

A  612-72a — High-Strength  Steel  Plates  for  Pressure  Vessels  for  Moderate  and  Lower  Temperature  Service 

B  90-69 — ^Magnesium  Alloy  Sheet  and  Plate . 

B 161-70 — Nickel  Seamless  Pipe  and  Tube,  1970 . . . — . . . . - . . . . 

B 162-69 — ^Nickel  Plate,  Sheet,  and  Strip . . . . . . . . . 

B  209-69 — Aluminum  Alloy  Sheet  and  Plate . . . . 


ASTM  B  210-70 — Aluminum  Alloy  Drawn  Stainless  Tables  (FR  B210-68  (78)] .  t  -  .  . 

ASTM  B  221-69 — ^Aluminum  alloy  Extruded  Bars,  Rods,  Shapes,  and  Tubes . . . . 

ASTM  C 148-77 — ^Polariscopic  Examination  of  Glass  Containers . . . . 

ASTM  D  56-70 — Flash  Point  by  Tag  Closed  Tester . . . . . 

ASTM  D  88-56 — Saybolt  Viscosity . . . . . 

ASTM  D  93-71 — Flash  Point  by  Pensky  Martens  Closed  Tester . 

ASTM  D  323-58, 68— Vapor  Pressure  of  Petroleum  Products  (Reid  Method) . 

ASTM  D  374-57T — ^Thickness  of  Solid  Electrical  Insulation . . . 

ASTM  D  882-61T — Tensile  Properties  of  Thin  Plastic  Sheeting . . . 

ASTM  D 1505-63T — ^Density  of  Plastics  by  the  Density-Gradient  Technique . 

ASTM  D 1505-68 — ^Density  of  Plastics  by  the  Density-Gradient  Technique . . 


ASTM  D 1838-64 — Copper  Strip  Corrosion  by  Liquefied  Petroleum  (LP)  Gases . . 

ASTM  D  445-65 — Viscosity  of  Transparent  and  Opaque  Liquids  (Rinematic  and  Dyanamic  Viscosities) . . 

ASTM  D  638-61T — ^Tensile  Properties  of  Plastics . . . . 

ASTM  D  638-68 — ^Tensile  Properties  of  Plastics . . . . . . . . . 


ASTM  D 1056-68 — ^Testing  Sponge  and  Expanded  Cellular  Rubber  Products . 

ASTM  D 1238-62T — Measuring  Flow  Rates  of  Thermoplastics  By  Extrusion  Plastometer . 

ASTM  D 1238-65T — ^Measuring  Flow  Rates  of  Thermoplastics  By  Extrusion  Plastometer  (FR  57-T) . 

ASTM  D  1709-62T — Impact  Resistance  of  Polyethylene  Film  by  the  Free  Falling  Dart  Method . . 

ASTM  D 1922-6  IT — Propagation  Tear  Resistance  of  Plastic  Film  and  Thin  Sheeting . . . . 

ASTM  D  2161-66 — Conversion  of  Kinematic  Viscosity  to  Saybolt  Universal  Viscosity  or  to  Saybolt  Furol  Viscosity. 
ASTM  D  3243-73T — ^Flash  Point  of  Aviation  Turbine  Fuels  by  Setaflash  Closed  Tester . 


178.337 

179.200 

179.12-2 

179.12 

179.12 

178.57;  179.100; 
179.200;  179.201; 
179.220;  179.400 
179.100 
178.83 
173.252 
179.12 

J79.100;  179.200; 

179.220;  172.300 
178.337 
179.102 

179.100;  179.200; 

179.220 

179.12 

178.45 

179.102 

178.45 

17g.l0(^  179.200; 

17a220;  174.300 
179.100;  179.102; 

179.200;  178.337 
179.100;  179.102; 

179.200;  179.220 
179.100 
179.100 
178.337 
178.251 
17ai2 

173^02;  179.200 
178.340;  179.100; 

179.200;  170.220 
179.12 
179.12 

171.7;  178.17 
171.7;  173.115 
173.115 
173.115 
171.7;  173.119; 

173.300 

178.241 

178.241 
178.19 

171,7;  Part  178, 
Appendix  B 
173.315 
173.115 
178.19 

Part  178,  Appendix 
B 

171.7;  178.121 
178.19 

Part  178,  Appendix 
B 

178.241 

178.241 
173.115 
173.115 
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ASTM  D  3275-73 — Flash  Point  of  Liquids  by  Setaflash  Closed  Tester . .  173.115 

ASTM  E 112-63 — Estimating  the  Average  Grain  Size  of  Metals . . —  Part  178,  A^iendix 

A 

ASTM  D  445-72 — Kinematic  Viscosity  of  Transparent  and  Opaque  Liquids  (and  Calculation  of  Dynamic  Viscosity] . .  171.8 

ASTM  D 1208-70 — ^Viscosity  of  Paints,  Varnishes,  and  Lacquers  by  Ford  Viscosity  Cup . .  171.8 

ASTM  E  8-69 — ^Tension  Testing  of  Metallic  Materials . . . . . . . . . .  178.45 

ASTM  E  8-78 — ^Tension  Testing  of  Metallic  Materials .  178.36;  178.37; 

178.38;  178.39; 
17840;  178.41; 
17843;  17844; 
17848  17848 

178.58  178.51; 
17852;  17853; 
17854;  178.55; 

178.58  178.57; 

178.58  178.58 
17868  17861; 
17868 


ASTM  E  23-60 — Notched  Bar  Impact  Testing  of  Metallic  Materials . . . . . .  17857;  179.400 

ASTM  E  487-74 — Constant  Temperature  Stability  of  Chemical  Materials . . .  171.7;  173.21 

ASTM  G  23-09 — Standard  Recommended  Practice  for  Operating  Light-and-lVater  Exposure  Apparatus  (Carbon-Arc  171.7;  172.407; 

Type)  for  Exposure  of  Nonmetallic  Materials.  172.519 

ASTM  G  26-70 — Standard  Recommended  Practice  for  Operating  Light-and-Water-Exposure  Apparatus  (Xenon-Arc-  171.7;  172.407; 

Type)  for  Exposure  of  Nonmetallic  Materials.  172.519 

American  Water  Works  Association 
2  Park  Ave.,  New  York,  NY  10016 

AWWA  Standard  C207-55,  AWWA  Standard  for  Steel  Pipe  Flanges;  1955 . .  171.7;  178.34 

American  Welding  Society 
345  East  47th  St.,  New  York,  NY  10016 

AWS  Code  B  3.8  Standard  QualiBcation  Procedure;  1972  (FRB  3.0-41  rev.  May  73) . . . .  171.7;  178.12 

AWS  Code  Dl.8  Code  for  Welding  in  Building  Construction.  (FR  Dl.0-66) . . . .  171.7;  178120 

Association  of  American  Railroads 
59  East  Van  Buren  St.,  Chicago,  IL  60605 

Association  of  American  Railroads  Specification  for  Tank  Cars,  1970,  exclusive  of:  (1)  pp  28-88  “AAR  Part  179,  changes  171.7;  173.31;  173.31; 
to  DOT  regulations  proposed  by  AAR  Committee  on  Tank  Cars”,  and  (2)  DOT  regulations  in  effect  January  1. 1970.  179.12;  179.108 


178101;  178M2; 
178108  178105; 
179.208  178202; 
179.228  179.308 
179408  179.201; 
179.6 


AAR  Catalog  Nos.  F70BHT;  F70BHTE;  FTlBHT;  F72BHT:  F73HT;  F783HT  ...... . . . . . .  179.14 

AAR  Catalog  Nos.  SB60CHT:  SE80CHTE;  SF70CHT;  SF70CHTE . . . . . .  17814 

AAR  Catalog  Nos.  F70CHT:  F70CHTE;  F73AHT;  F73AHTE;  F79CHT:  F79CHTE . . . 179.14 

AAR  Catalog  Nos.  SE67BHT:  SE67BHTE;  SE68BHT:  SE68BHTE:  SF79CHT;  SF79CHTE _ _ _  179.14 

AAR  Catalog  Nos.  SE60CHT;  SE80CHTE;  SE67BHT:  SE67BHTE;  SE68BHT;  SE68BHTE . 178105 

AAR  Catalog  Nos.  SF70CHT;  SF70CHTE;  SF79CHT;  SF79CHTE . 179.105 

AAR  Specification  for  Design  Fabrication  and  Construction  of  Freight  Cars;  September  1, 1964. . . . 179.100 

Bureau  of  Explosives 
1920  L  SL,  NW.  Washington,  DC  20036 

Bureau  of  Explosives  Impact  Apparatus  (test).  January  24, 1961 .  173.53:  173.64: 

173.65:  173.114 

Bureau  of  Explosive  Closed  Drum  Apparatus  (test) .  173.300 

Bureau  of  Explosive  Open  Drum  Apparatus  (Test) . : . . .  173.300 

Fetterley’s  Formula  (The  Determination  of  the  Relief  Dimensions  for  Safety  Valves  on  Containers  in  which  Liquefied  gas  173.315 
is  charged  and  when  the  exterior  Surface  of  the  container  is  Exposed  to  a  Temperature  of  1,200’F.). 

Flame  Projection  Test,  1958 . . . . . . . .  173.300 

Bureau  of  Explosives  Pamphlet  6a  (includes  Appendix  No.  1,  October  1944  and  Appendix  2,  December  1945)  "Illustrating  171.7;  174.101; 
Methods  for  Loading  and  Bracing  Carload  and  Less  Than  Carload  Shipments  of  Loaded  Projectiles.  Loaded  Bombs,  174.290 
Etc.”  1943. 

Bureau  of  Explosive  Pamphlet  6c  “Illustrating  Methods  for  Loading  and  Bracing  Trailers  and  Less-Than-Trailer  171.7;  174.55;  174.63; 
Shipments  of  Explosives  and  Other  Dangerous  Articles  Via  Trailer-on-FIatcar  (TOFC)  or  Container-on-Flatcar  174.101;  174.112; 
(CDFC)”,  September  1968.  '  174.115 

Bureau  of  Explosive  Pamphlets  18  2  "Emergency  Handling  of  Hazardous  Materials  in  Surface  Transportation;  June  171.7:  177it61 
1973". 
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Canadian  Transport  Commission 
275  Slater  St.,  Ottawa,  Ontario  KIA  ON9 

Canadian  Transport  Commission  Regulations;  1974 . . .  173.8;  174.11 

Compressed  Gas  Association,  Inc. 

500  Fifth  Ave.,  New  York,  NY  10036 

CGA  Pamphlet  C-3 — “Standards  for  Welding  and  Brazing  on  Thin  Walled  Containers,"  1975 .  171.7;  178.47;  178.51; 


178.54;  178.56; 
178.57;  178.58; 
178.60;  178.61; 
178.68 


CGA  Pamphlet  C-6 — “Standards  for  Visual  Inspection  of  Compressed  Gas  Cylinders,”  1975 .  171.7;  173.31;  173.34; 

173.126 

CGA  Pamphlet  C-7 — ^“A  Guide  for  the  Preparation  of  Precautionary  Markings  for  Compressed  Gas  Containers,”  171.7;  172.400 
Appendix  A.  May  15, 1971,  and  Addenda  January  1976. 

CGA  Pamphlet  C-8 — “Standard  for  RequaliHcation  of  DOT-3HT  Cylinders,”  1972 .  171.7;  173.34 

CGA  Pamphlet  C-12 — “(Qualification  Procedure  for  Acetylene  Cylinder  Design,”  1979 .  171.7 

CGA  Pamphlet  (3-14 — “Procedures  for  Fire  Testing  of  DOT  Cylinder  Pressure  Relief  Device  Systems,”  1979 .  171.7 

CGA  Pamphlet  G-2.2 — “Tentative  Standard  Method  for  Determining  Minimum  of  0.2%  Water  in  Anhydrous  Ammonia,”  173.315 
1975. 

CGA  Technical  Bulletin  TB-2 — “Guidelines  for  Inspection  and  Repair  of  M(3-330  and  M(3-331  Cargo  Tanks,”  1975 .  173.33 

CGA  Pamphlet  S-1.1 — “Pressure  Relief  Device  Standards  Part  1— Cylinders  for  Compressed  Gases”.  1979  ....„ .  171.7 

CGA  Pamphlet  S-1.2 — “Safety  Relief  Device  Standards  Part  2 — Cargo  and  Portable  Tanks  for  Compressed  Gases,”  1966.  171.7;  173.315 

U.S.  Department  of  Defense 
2461  ^sonhower  Ave.,  Alexandria,  VA 

Department  of  Defense — DOD  TB  700-2 — “Explosives  Hazard  Classification  Procedures" .  173.86 

U.S.  Department  of  Energy 
1000  Independence  Ave.,  SW..  Washington,  DC  20545 

International  Atomic  Energy  Agency  Regulations  (IAEA) — ^Regulations  for  the  Safe  Transport  of  Radioactive  Materials,  171.7;  171.12; 

Safety  Series  No.  6, 1967  edition,  revised  1973.  172.203;  173.389; 

173.393;  173.394; 
173.395;  173.296 

USAEC,  ORO-651 — “Uranium  Hexafluoride  Handling  Procedures  and  Container  Criteria,”  Revision  3, 1972 .  171.7;  173.396 

The  Fertilizer  Institute 
1015 18th  St.,  Washington.  DC  20036 

“Definitions  and  Test  Procedures  for  Ammonium  Nitrate  Fertilizer  Revised  May  7. 1971,”  January  16, 1973 .  173.182;  174.510 

U.8.  Department  of  Health,  Education  and  Welfare 

Public  Health  Service,  Center  for  Disease  Control,  National  Institute  for  Occupational  Safety  and  Health,  Cincinnati, 

OH  45226 

NIOSH  Registry — “Registry  of  Toxic  Effects  of  Chemical  Substances,”  1978 . . . .  171.7;  172.203 

Institute  of  Makers  of  Explosives 

420  Lexington  Ave.,  New  York,  NY  10017 

“IME  Standard  for  the  Safe  Transport  of  Class  C  Detonators  (Blasting  Caps)  in  a  Vehicle  with  Certain  Other  171.7;  177.835 
Explosives,”  March  21, 1979. 


Inter>Governmental  Maritime  Consultative  Organization 
101-104  Piccadiliy,  London,  WIV  OAE,  England 

New  York  Nautical  Instrument  &  Service  Corp.,  140  W.  Broadway,  New  York,  NY  10013 
International  Maritime  Dangerous  Goods  Codes,  Volumes  I,  II,  III,  IV,  1977,  and  Amendments  14-76, 15-77,  and  16-78  171.7;  171.12; 

thereto.  172.102;  172.401; 

172.407;  176.5; 
176.11;  176.27; 
176.30 

International  Organization  for  Standardization  (ISO) 

Case  Postale  56,  CH-1211,  Geneve  20,  Switzerland 

Also  available  from  ANSI,  1430  Broadway,  New  York,  NY  10018. 

ISO  82-1974(e)— “Steel  Tensile  Testing.”  1974 . . .  171.7;  178.270-3 

National  Bureau  of  Standards 

Department  of  Commerce,  5285  Port  Royal  Rd.,  Springfield,  VA  22151 
NBS  Handbook  H-28  (1957) — “1957  Handbook  of  Screw-Thread  Standards  for  Federal  Services,  Part  II,"  December  1966  171.7;  178.45 

Edition. 

USDC,  USDOE — Material  and  Equipment  Specification  No.  SP-9,  Revision  1  and  Supplement  “Fire  Resistant  Phenolic  171.7;  178.120 
Foam.”. 
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Natiooal  Fire  Protection  Association 
60  Batterymarch  St.,  Boston,  MA  02110 

NFPA  Pamphlet  No.  58 — “Standard  for  the  Storage  and  Handling  of  Liquefied  Petroleum  Gases.”  1972 . .  171.7;  173.315 

Society  of  the  Plastics  Industries,  Inc. 

Organic  Peroxide  Producers  Safety  Division,  355  Lexington  Ave.,  New  York,  NY  10017  ^ 

Self  Accelerating  Decomposition  Temperature  Test,  1972 .  171.7;  173.21 

Uniform  Classification  Committee 
222  South  Riverside  Plaza,  Chicago,  IL  60606 
UFC  Classification  6000A,  1981 . 


United  Nations 

United  Nations  Sales  Section,  New  York,  NY  10017 

Transport  of  Dangerous  Goods,  1977 . . . . . .  171.7;  172.401; 

172.407;  172.519 


171.7;  173.620; 
173.630:  173.650; 
173.1060 


49  CFR  CHAPTER  I  (Parts  190-199) 

RESEARCH  AND  SPECIAL  PROGRAMS  ADMINISTRATION,  DEPARTMENT  OF  TRANSPORTATION  (PIPEUNE  SAFETY 
REGULATIONS) 

American  Concrete  Institute 
P.O.  Box  19150,  Bedford  Station,  Detroit,  MI  48219 

ACI 311 — Recommended  Practice  for  Concrete  Inspection,  1975 . - . . . . . . . . . . .  193.2307 

American  Gas  Association 
1515  Wilson  Boulevard,  Arlington,  VA  22209 

AGA,  Evaluation  of  LNG  Vapor,  Control  Methods,  1974 . . .  193.2059 

AGA,  Purging  Principles  and  Practices,  1975 . . — . . .  193.2513;  193,2517; 

193.2615 

American  National  Standards  Institute,  Inc. 

1430  Broadway.  New  York,  NY  10018 

Note:  Formerly  the  United  States  of  America  Standards  Institute  (USASI).  All  current  standards  issued  by  USASl  and 
ASA  have  be^  redesignated  as  American  National  Standards  Institute  (ANSI)  and  continued  in  effect. 


ANSI  A  21.1-1977 — Thickness  Design  of  Cast  Irim  Pipe  (formerly  ANSI  ClOl-1967) . 192.117;  192.557 

ANSI  A  21.11-1979 — Rubber-Gasket  Joints  for  Ductile-Iron  and  Grey  Iron  Pressure  Pipe  and  Fittings .  192JJ77 

ANSI  A  21.50-1976— Thickness  Design  of  Ductile-Iron  Pipe . 192.119;  192.557 

ANSI  A  21.52-1976 — Ductile-Iron  Pipe,  Centrifugally  Cast  in  Metal  Molds  for  Sand  Lined  Molds  for  Gas .  192.119;  192.277; 

Part  192,  App,  B 

ANSI  A  581-1972 — Building  Code  Requirements  for  Minimum  Design  Loads  in  Buildings  and  Other  Structures .  193.2067;  193.2109 

ANSI  B  16.1-1975 — Cast  Iron  Pipe  Flanges  and  Flanged  Fittings . . . .  192.275 

ANSI  B  16.5-1977 — Steel  Pipe  Flanges,  Flanged  Fittings . .  192.147 

ANSI  B  18.9-1978 — Factory  Made  Wrought  Steel  Butt- Welding  Fittings . - 195.118 

ANSI  B  16.24-1979 — Bronze  Pipe  Flanges  and  Flanged  Fittings .  192.147 

ANSI  B  31.3-1976 — Chemical  Plant  Petroleum  Refinery  Piping .  193.2113:  193.2123; 


193.2127; 

193.2229; 

193.2315; 

193.2319; 

193.2321 


ANSI  B  31.5-1974 — Refrigeration  Piping . . . . . . .  193.2123 

ANSI  B  31.4-1979 — Liquid  Petroleum  Transportation  Piping  Systems .  195.110 

ANSI  B  31.8-1975 — Gas  Transmission  and  Distribution  Piping  Systems .  193.2123 

ANSI  B  36.10-1979 — ^Wrought  Steel  and  Wrought  Iron  Pipe . - .  192.279 


American  Petroleum  Institute  (API) 

2101  L  St.  NW.,  Washington.  DC  20037 

211  North  Ervay,  Suite  1700,  Dallas,  Texas  75201 

API  5A,  Specification  for  Casing.  Tubing,  and  Drill  Pipe,  1979 . . 

API  6A,  Specification  for  Wellhead  Equipment,  1979 . . . . 

API  6D,  SpeciHcation  for  Pipeline  Valves,  1977 . 

API  5L,  Specification  for  Line  Pipe,  1980 . 

API  5L1,  Recommended  Practice  for  Railroad  Transportation  of  Line  Pipe.  1972........-, 

API  5LS,  Specification  Line  Pipe,  1980 . 


192.177 

192.145 

192.145;  195.116; 
193.2123 

192.113;  Part  192, 
App.  B;  195.106 
.192.65 

192.113;  Part  192, 
App.  B;  195.106 
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API  5LX,  Specification  for  High-Test  Line  Pipe,  1980 . - .  192.55;  192.113:  Part 

192,  App.  B; 
195.106 

API  620,  Recommended  Rules  for  Design  and  Construction  of  Large.  Welded,  Low  Pressure  Storage  Tanks,  1977 .  193.2195:  193.2211: 

.  193.2321: 

193.2327 

API  1104,  Standard  for  Welding  Pipe  Lines  and  Related  Facilities,  1980 .  192.225;  192.227; 

192.229;  192.241; 

,  Part  192,  App.  B 

195.222;  195.228: 
193.2313; 

193.2321 


American  Society  of  Mechanical  Engineers  (ASME) 

•  United  Engineering  Center,  345  East  47th  St.,  New  York,  NY  10017 


ASME,  Boiler  and  Pressure  Vessel  Code,  Section  1,  Power  Boilers,  1977 .  193.2145 

ASME,  Boiler  and  Pressure  Vessel  Code,  Section  4,  Heating  Boilers,  1977 .  193.2145 

ASME,  Boiler  and  Pressure  Vessel  Code,  Section  8,  Division  1 — Pressure  Vessels.  1977 .  192.153;  192.165; 

192.227;  192.239: 
192.225:  193.2145; 
193.2195: 

193.2319: 

193.2405;  195.124 


ASME,  Boiler  and  Pressure  Vessel  Code,  Section  8,  Division  2 — Pressure  Vessels  Alternative  Rules,  1977 .  193.2145;  193.2319 

ASME,  Boiler  and  Pressure  Vessel  Code,  Section  9 — Welding  and  Brazing  Qualifications,  1977 .  192.225;  192.227; 

Part  192,  App. 
B:  193.2313; 
193.2321 


American  Society  for  Testing  and  Materials 
1916  Race  St..  Philadelphia,  PA  19103 

ASTM  A  53-79 — Standard  Specification  for  Pipe,  Steel,  Black  and  Hot-Dipped,  Zinc-Coated,  Welded  and  Seamless .  192.113;  Part  192, 

App.  B:  195.106 

ASTM  A  106-79 — Standard  Specification  for  Seamless  Carbon  Steel  Pipe  for  High  Temperature  Service .  192.113;  Part  192, 

App.  B:  195.106 

ASTM  A 134-74— Standard  Specification  for  Electric-Fusion  (Arc)-Welded  Steel  Plate  Pipe,  Sizes  16  in.  and  Over .  192.113;  Part  192, 

App.  B:  195.106 

ASTM  A 135-78 — Standard  Specification  for  Electric-Resistance-Welded  Steel  Pipe .  192.113;  Part  192, 

App.  B;  195.106 

ASTM  A 139-74 — Standard  Specification  for  Electric-Fusion  (Arc)  Welded  Steel  Pipe,  Sizes  4  in.  and  Over .  192.113;  Part  192, 

App.  B;  195.106 

ASTM  A  671-77 — Electric-Fusion-Welded  Steel  Pipe  for  Atmospheric  and  Lower  Temperatures .  192.113;  Part  192, 

App.  B;  195.106 

ASTM  A  672-79 — ^Electric-Fusion-Welded  Steel  Pipe  for  High  Pressure  Service  at  Moderate  Temperatures .  192.113;  Part  192, 

App.  B;  195.106 

ASTM  A  691-79 — Carbon  and  Alloy  Steel  Pipe  Electric-Fusion  Welded  for  High  Pressure  Service  at  High  Temperatures..  192.113;  Part  192, 

App.  B;  195.106 

ASTM  A  211-75 — Standard  Specification  for  Spiral-Welded  Steel  or  Iron  Pipe . - .  192.113;  Part  192, 

App.  B;  195.106 

ASTM  A  333-79 — Standard  Specification  for  Seamless  and  Welded  Steel  Pipe  for  Low-Temperature  Service .  192.113;  Part  192, 

App.  B;  195.106 

ASTM  A  372-78 — Standard  Specification  for  Carbon  and  Alloy  Steel  Forgings  for  Thin-Walled  Pressure  Vessel .  192.177;  Part  192, 

App.  B 

ASTM  A  377-79 — Standard  Specification  for  Cast  Iron  and  Ductile  Iron  Pressure  Pipe .  .  Part  192,  App.  B 

ASTM  A  381-79 — Standard  Specification  for  Metal-Arc-Welded  Steel  Pipe  for  High-Pressure  Transmission  Systems .  192.113;  Part  192, 

App.  B;  195.106 

ASTM  A  539-79 — Standard  Specification  for  Electric  Resistance-Welded  Coiled  Steel  Tubing  fohGas  and  Fuel  Oil  Lines  Part  192,  App.  B 

ASTM  B  42-80 — Standard  Specification  for  Seamless  Copper  Pipe.  Standard  Sizes . . .  Part  192,  App.  B 

ASTM  B  68-80 — Standard  Specification  for  Seamless  Copper  Tube,  Bright  Annealed .  Part  192,  App.  B 

ASTM  B  75-80 — Standard  Specification  for  Seamless  Copper  Tube .  Part  192,  App.  B 

ASTM  B  88-80 — Standard  pacification  for  Seamless  Copper  Water  Tube .  192.125;  Part  192, 

App.  B 

ASTM  B  251-76— Standard  Specincation  for  General  Requirements  for  Wrought  Seamless  Copper  and  Copper-Alloy  Part  192,  App.  B 
Tube. 

ASTM  D  638-80 — Standard  Test  Method  for  Tensile  Properties  of  Plastic .  192.283 

ASTM  D  2513-78 — Standard  Specification  for  Thermoplastic  Gas  Pressure  Pipe,  Tubing  and  Fittings .  192.63;  1^2.281; 

192.283;  Part 
192,  App.  B 
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49  CFR  CHAPTER  I  (Parts  190-199)— Continued 

RESEARCH  AND  SPECIAL  PROGRAMS  ADMINISTRATION,  DEPARTMENT  OF  TRANSPORTATION  (PIPEUNE 
REGULATIONS)— Continued 

ASTM  D  2517-73  (79) — Standard  Specification  for  Reinforced  Epoxy  Resin  Gas  Pressure  Pipe  and  Fittings . . 


International  Conference  of  Building  Officials  (ICBO) 

5360  South  Workman  Hill  Road,  Whittier,  CA  90601 

ICBO,  Uniform  Building  Code,  1979 . . . — . . . . . . 

Manufacturers  Standardization  Society  of  the  Valve  and  Fitting  Industry  (MSS) 

5203  Leesburg  Pike,  Suite  502,  Falls  Church,  VA  22041 

MSS  SP-25 — Standard  Marking  System  for  Valves,  Fittings,  Flanges,  and  Union,  1978 . . . . . . .... 

MSS  SP-44 — Steel  Pipe  Line  Flanges,  1975 . . . - . . . . . . . . 

MSS  SP-70 — Cast  Iron  Gate  Valves  Flanged  and  Threaded  Ends,  1976 - - - - - - - - - - - 

MSS  SP-71 — Cast  Iron  Swing  Check  Valves  Flanged  and  Threaded  Ends,  1976 . . . . . . . „ 

MSS  SP-75— Specification  for  High-Test  Wrought  Welding  Fittings,  1976 _ _ _ _ _ _ _ _ _ 

MSS  SP-78 — Cast  Iron  Plug  Valves,  1977 . . . . . - _ _ _ _ 

National  Fire  Protection  Association  (NFPA) 

470  Atlantic  Ave.,  Boston,  MA  02210 

NFPA  30 — Flammable  and  Combustible  Liquids  Code,  1977 . 

NFPA  37 — Stationary  Combustion  Engine  and  Gas  Turbines,  1979 . . . . . 

NFPA  51B — Cutting  and  Welding  Processes,  1977 . — . . . 

NFPA  58 — Standard  for  the  Storage  and  Handling  of  Liquefied  Petroleum  Gases,  1979...- . . . . . . . . 

NFPA  59 — Standard  for  the  Storage  and  Handling  of  Liquefied  Petroleum  Gases  at  Utility  Gas  Plants,  1979 . - . . 

NFPA  59A — Storage  and  Handling  LiqueHed  Natural  Gas,  1972 . - . - . 

NFPA  59A — Storage  and  Handling  Liquefied  Natural  Gas,  1979.— . . . . - - - - 


NFPA  70 — National  Qectric  Code.  1978. 


49  CFR  CHAPTER  II  (PARTS  200-299) 

FEDERAL  RAILROAD  ADMINISTRATION.  DEPARTMENT  OF  TRANSPORTATION 
American  National  Standards  Institute,  Inc. 

15th  and  New  York  Ave-  NW,  Washington,  DC  20005 

ANSI  S  1.13-1971,  Method  for  Measurement  of  Sound  Pressure  Levels  (R1976) . . . - . . 

American  Society  for  Testing  and  Materials 

Federal  Railroad  Administration,  Office  of  the  Associate  Administrator,  Nassif  Building,  400  Seventh  St.,  SW, 
Washington,  DC  20590 

ASTM  C  90-70 — Standard  Specification  for  Hollow  Load-Bearing  Concrete  Masonry  Units . . — 

ASTM  C  33-77 — Standard  Specification  for  Lightweight  Aggregates  for  Concrete  Masonry  Units . — _ _ 

American  Society  of  Mechanical  Engineers 
United  Engineering  Center,  345  East  47th  St„  New  York,  NY  10017 

ASME  Boiler  and  Pressure  Vessel  Code  (1971  Edition),  Section  II,  Part  B,  page  123 . . . . . . . 

ASME  Boiler  and  Pressure  Vessel  Code  (1971  Edition),  Section  VIII,  Division  I . - . 

Association  of  American  Railroads 
1920  L  St„  NW.  Washington,  DC  20036 

AAR  Code  of  Rules  for  cars  in  interchange,  1979 . - . . 

AAR  Code  of  Tests.  Instruction  Pamphlet  No.  5039-4.  Sup.  1.  Single  Car  Testing  Device,  1074.—.— _ — _ — — 

AAR  Railway  Signaling  Principles  and  Practices.  Ch.  2:  Symbols,  Aspects  and  Indications,  1956 . - . 

Illuminating  Engineering  Society 

Federal  Railroad  Administration,  Office  of  the  Associate  Administrator,  Nassif  Building.  400  Seventh  St..  SW. 
Washington,  DC  20590 

lES  Guide  for  (Calculating  the  Effective  Intensity  of  Flashing  Signal  Lights,  November,  1964 . 

49  CFR  CHAPTER  ID  (PARTS  300-399) 

FEDERAL  HIGHWAY  ADMINISTRATION,  DEPARTMENT  OF  TRANSPORTATION 
U.S.  Department  of  Commerce 

National  Technical  Information  Service,  5285  Port  Royal  Road,  SpringSekl,  VA  22161- _ — _ — . 


SAFETY 

49  CFR 

192.191;  192.281; 
192.283:  Part 
192,  App.  B 


193.2061 


192.63 

192.147 

192.145 

192.145 

195.118 

192.145 


192.735:  193.2149: 

193.2813 

193.2147 

193.2811 

19Z11 

192.11 

193.2005 

193.2073:  193.2141: 
193.2213: 
193.2817; 
193.2819; 
193.2821 

192,183:  192.187; 
193.2141: 
193.2427: 
193,2433: 
193.2805 


210,29(bM2) 


Part  223,  Appendix 
A 

Part  223,  Appendix 
A 


229.51(a)t1) 

229.51(a)t2i 


232.17(b) 

23Z17(ai 

235.12(b) 


221J(hJ 


399,205 
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49  CFR  CHAPTER  III  (PARTS  300-399)— Continued 

FEDERAL  HIGHWAY  ADMINISTRATION,  DEPARTMENT  OF  TRANSPORTATION— Continued 
Public  Health  Service  Publication  No.  1000,  Series  11,  No.  8,  “Weight,  Height,  and  Selected  Body  Dimensions  of  Adults, 
United  States  1960-62”. 


49  CFR  CHAPTER  V  (PARTS  500-599) 

NATIONAL  HIGHWAY  TRAFFIC  SAFETY  ADMINISTRATION,  DEPARTMENT  OF  TRANSPORTATION 
All  materials  are  available  from  the  Office  of  Rulemaking,  DOT-NHTSA,  400  7th  St.,  SW.,  Washington,  DC  20590 


American  Association  of  Textile  Chemists  and  Colorists  (AATCC) 

Post  Office  Box  886,  Durham,  NC  40  CFR 

AATCC  Chart  for  Measuring  Transference  of  Color .  571.209 

Standard  Test  ^Method  6-1961  Colorfast  to  Crocking .  571.209 

Standard  Test  Method  30-1957T  Fungicides,  Evaluation  of  Textiles;  Mildew  and  Rot  Resistance  of  Textiles:  Section  ICI,  571.209 
Water  Leaching;  Section  1C2,  Volatilization;  Section  1B3,  Soil  Burial  Test. 

Standard  Test  Method  107-1962  Colorfastness  to  Water .  571.209 

Geometric  Gray  Scale .  571.209 


American  National  Standards  Institute  (ANSI) 

1430  Broadway,  New  York,  NY  10018 

ANSI  Z26.1  as  suppl.  Z26.1a-1969,  Safety  Code  for  Safety  Glazing  Materials  for  Glazing  Motor  Vehicles  Operating  on  571.205 
Land  Highways. 


American  Society  for  Testing  and  Materials  (ASTM) 

1916  Race  St.,  Philadelphia,  PA  19103 

ASTM  1003-61 — ^Haze  and  Luminous  Transmittance  of  Transparent  Plastic . 

ASTM  A 166-61T — ^Tentative  Specifications  for  Electrodeposited  Coatings  of  Nickel  and  Chromium  on  Steel . 

ASTM  B 117-64 — Standard  Method  of  Salt  Spray  (fog) . 

ASTM  D  445-65 — Standard  Method  of  Test  for  Viscosity  of  Transparent  and  Opaque  Liquids  (Kinematic  and  Dynamic 
Viscosity),  Appendix  1. 

ASTM  D  471-64T — ^Tentative  Method  of  Test  for  Change  in.  Properties  of  Elastomeric  Volcanizates  Resulting  from 
Immersion  in  Liquids. 

ASTM  D  484-71 — Standard  Specifications  for  Hydrocarbon  Dry  Cleaning  Solvent . 

ASTM  D  523-62T — ^Tentative  Method  of  Test  for  Specular  Glass . 

ASTM  D  756-56 — Standard  Methods  of  Test  for  Resistance  of  Plastics  to  Accelerated  Service  Conditions,  Procedure  IV .. 

ASTM  D  1056^73 — Standard  Specifications  for  Flexible  Cellular  Materials  Sponge  or  Expanded  Rubber . 

ASTM  D 1121-67 — Standard  Method  of  Test  for  Reserve  Alaklinity  of  Engine  Antifreezes  and  Antirusts,  Appendix  Al.l, 
A1.2,  and  Al.3. 

ASTM  D  1123-59 — Standard  Method  of  Test  for  Water  in  Concentrated  Engine  Anti-Freezes  by  the  Iodine  Reagent 
Method. 

ASTM  D 1193-70 — Standard  Specifications  for  Reagent  Water . 

ASTM  D 1415-68 — ^Tentative  Method  of  Test  for  International  Hardness  of  Volcanized  Natural  and  Synthetic  Rubbers.... 

ASTM  D 1564-71 — Standard  Method  of  Testing  Flexible  Cellular  Materials — Slab  Urethane  Foam . 

ASTM  D  1565-76— Standard  Specifications  for  Flexible  Cellular  Materials — ^Vinyl  Chloride  Polymers  and  Copolymers 
(Open-Cell  Foam). 

ASTM  D  2515-66— Standard  Specifications  for  Kinematic  Glass  Viscosity . 

ASTM  E 1-68 — Standard  Specifications  for  ASTM  Thermometers . 

ASTM  E  4-64 — ^Methods  of  Verification  of  Testing  Machines . 

ASTM  E  4-72 — ^Methods  of  Verification  of  Testing  Machines . . . « . 

ASTM  E  42-64 — Recommended  Practice  for  Operating  Light-  and  Water-Exposure  Apparatus  (Carbon-Arc  Type)  for 
Artificial  Weathering  Test. 

ASTM  E  77-66— Standard  Method  for  Inspection,  Test  and  Standardization  of  Liquid-in-Glass  Thermometers . 

ASTM  E  274-65T — Skid  Resistance  of  Pavements  Using  a  Two  Wheel  Trailer . 

ASTM  E  274-70 — Skid  Resistance  of  Paved  Surfaces  Using  a  Full  Scale  Tire . 

ASTM  E  296-68 — Standard  Methods  for  Assay  of  Organic  Peroxides . 

ASTM  E  501-76 — Standard  Tire  for  Pavement  Skid  Resistance  Tests . 

ASTM  F  377-74 — Standard  Method  for  Calibration  of  Braking  Force  for  Testing  of  Pneumatic  Tires . 


571.108 

571.208;  571.209 
571.106;  571.125; 

571.209 

571.116 

571.106 

571.301 

571.107 
571.209 
571.213 
571.116 

571.116 

571.116 

571.116 

571.213 

671.213 

571.116 

571.116 

571.209;  571.106 

571.221 

571.209 

571.116 

571.301;  571.208 
575.104(f);  571.105; 

571.116 

571.116 

575.104(0(1  )(ii); 

575.104(n(l)(vii) 

575.104(n(l)(v) 


General  Services  Administration 

Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Washington,  DC  20402 
Federal  Specification  L-S-300 1965,  Sheeting  and  Tape  Reflective;  Nonexposed  Lens,  Adhesive  Backing .  571.108 

Military  SpeciFications 

Naval  Publication  and  Forms  Center,  5801  Tabor  Ave.,  Philadelphia,  PA  19120 
MIL-S-13192,  Shoes,  Men's,  Dress,  Oxford,  1976 .  571.208 


National  Health  Survey  Data 

Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Washington,  DC  20402 
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49  CFR  CHAPTEK  V  (PARTS  500-599)— Continued 

NATIONAL  HIGHWAY  TRAFFIC  SAFETY  AOMD«T1tATION,  DEPARTMENT  (W  TRA^«PORTAT10N--CoBlaMed 
5th  Percentile  adult  female  and  9fitli  PereentMe  adult  male:  PubMc  Haalth  Sendee  PubUeation  IVte.  1000,  Senes  M.  Ne.  0,  VI J 

"Weight,  Height,  and  Selected  Body  DtnNnainns  of  Adhdts”,  1905. 

Naieod  Mgbwajr  Traffic  Safety  Adiramslratinn  (NHTSA) 

Office  of  Vehlsle  Safety  Stundaids,  DOT-NHT6A,  400  7ih  St.  SW.,  Washiogton,  DC  20990  40  OFR 

Eh-awing  Pad«a|s,  SAS-AOO-MOO,  Standard  Seat  AasemUir . . . — _ _ _ _ _ _ _ _ _  VI  J13 

Keuffie  and  Easer  Cn.,  1B121 N.  Deavffie  St.,  Arlhagton.  VA  StZOl  ~ 

SA  ISO-MOtO-Head  Assembly,  1078._.,a. _ _ _ _ _ _ _  ViS;  V2.«!  V2A1 

8A  liO— MMO— Neek  Assembly,  19P3 _ _ _ _ _ _ _ _ - _ _ _ _  W2J;  972.7 

SA  150 — M030 — Shoulder-thorax  Assembly,  1973....... - — . . . . . . . . . . . . . .  S72.5;  972.8 

SA  190-^4050 — Lumbar  Spine  Assembly,  107* . . . . . - . „.... . . . — — _ _ _  972.5;  872.9 

SA  150 — M060 — Pelvis  and  Abdomen  Assembly,  1973 . - . . . — . . . . . . . .  572.5;  572.9 

SA  150 — M070 — Right  Arm  Assembly,  1073..- . . . - . - . . . . — . . . .  572.5;  572.10 

SA  150 — ^M071 — Left  Arm  Assembly,  1973  - . - . - . - . .  572.5;  572.10  , 

SA  150 — M080 — Right  Leg  Assembly,  1973 . . . . . . . -  572.5;  572.10 

SA  150— M081— Left  Leg  Assembly,  1973 . . . — . . . .  572.5;  572.10 

Society  of  Automotive  Engineers  (SAE) 

400  Commonwealth  Dr.,  Warrendale,  PA  15096 

SAE  J21 1-1970 — Instrumentation  of  Barrier  Collision  Tests . . - . . . . . . . -  571.218 

SAE  J211a-1971 — Instrumentation  for  Impact  Tests . - . — . . .  571.222;  571.213 

SAE  J222-1970 — Parking  Lamps  (Position  Lamps) . . . . 571.108 

SAE  J449f»-1963 — Surface  Texture  Control . . . — .......L-.,  581.6(b)(1) 

SAE  J527-1967 — Brazed  Double  Wall  Low  Carbon  Steel  Tubing . - . .  571.116 

SAE  )564a-1964 — Headlamp  Beam  Switching . - . - . . .  571.108 

SAE  J565b-1969 — Semi-Automatic  Headlamp  Beam  Switching  Devices . - . . .  571.108 

SAE  J566-1960 — Headlamp  Mountings . - . . . . .  671.108 

SAE  i567b-1970— Bulb  Sockets . - . . .  571.108 

SAE  )571d-1976 — Dimensional  Specification  for  Sealed  Beam  Headlamp  Units..-...- . .  571.108 

SAE  J573d-1968 — Lamp  Bulbs  and  Sealed  Units . .  571.108 

SAE  J575d-1967 — ^Test  for  Motor  Vehicle  Lighting  Devices  and  Components.- . — . . . —  571.108 

SAE  J575e-1970 — ^Test  for  Motor  Vehicle  Lighting  Devices  and  Components .  571.108 

SAE  J576b-1966 — Plastic  Materials  for  Use  in  Optical  Parts,  such  as  Lenses  and  Reflectors,  of — Motor  Vehicle  Lighting  571.108 

Devices. 

SAE  )576c-1970 — Plastic  Materials  for  Use  in  Optical  Parts,  such  as  l.enses  and  Reflectors,  of  Motor  Vehicle  Lighting  571.108 
Devices. 

SAE  J578a-1968 — Color  Specification  for  Electric  Signal  Lighting  Devices . - .  571.108 

SAE  J578C-1977 — Color  Specification  for  Electric  Signal  Lighting  Devices . — .  571.108 

SAE  I579a-1965 — Sealed  Beam  Headlamp  Units  for  Motor  Vehicles . .» . —......  571.108 

SAE  J579C-1974 — Scaled  Beam  Headlamp  Units  for  Motor  Vehicles . - . .  571.108 

SAE  ].580a-1966 — Scaled  Beam  Headlamp .  571.108 

SAE  )580b-1974 — Scaled  Beam  Headlamp  Assembly . . .  571.108 

SAE  J584b-1964 — Motorcycle  and  Motor  Driven  Cycle  Headlamps .  571.108 

SAE  J585d-1970 — Tail  Lamps  (Rear  Position  Light) . - . . .  571.108 

SAE  J585e-1977 — ^Tail  Lamps  (Rear  Position  Lamps) . - . .  571.108 

SAE  I586b-1966— Stop  Lamps . . .  571.108 

SAE  15860-1970— Stop  Lamps . . .  671.108 

SAE  J587d-1969 — License  Plate  Lamps . - .  571.108 

SAE  ]588d-1966 — Turn  Signal  Lamps . - .  571.108 

SAE  J588e-1970 — Turn  Signal  I,amps . - .  571.108 

SAE  i.589-1964— Turn  Signal  Switch . - . . .  571.108 

SAE  J590b-1965 — Automotive  Turn  Signal  Flashers . 1 .  571.108 

SAE  |592e-1672 — Clearance,  Side  Marker  and  Identification  Lamps . . .  571.108 

SAE  )593c-1968 — Backup  Lamps . L . - .  571.108 

SAE  )594e-1970 — Reflex  Reflectors .  571.108 

SAE  I599b-1970 — Lighting  Inspection  Code .  581.5(c) 

SAE  )599c-1973 — Lighting  Inspection  Code .  571.108 

SAE  ]602a-1070 — Headlamp  Aiming  Device  for  Mechanically  Aimable  Sealed  Beam  Headlamp  Units . -...  581.5(c) 

SAE  16738-1967— Automotive  Glazing .  571.205 

SAE  J726a-1962 — Recommended  Practice,  Air  Cleaner  Test  Code .  571.209 

SAE  )787(b)  1966 — Motor  Vehicle  Seat  Belt  Anchorage . -...  671.3 

SAE  ]800b-1965 — Recommended  Practice,  Motor  Vehicle  Seat  Belt  Installations . . . 571.209 

SAE  )826-1962 — Manikins  for  Use  in  Defining  Vehicle  Seating  Accommodations .  571.210;  571.3 

SAE  J839b-1965 — Passenger  Cur  Side  Door  Latch  System . . - . - . - -..- 571.201;  571.206 

SAE  )643a-1966 — Brake  System  Road  Test  Code — Passengar..— U— . —  675.101(e)(2) 

SAE  l88.’>,'i-1966 — Human  Tolerance  to  Impact  Conditions  as  Related  to  Motor  Vehicle  Design .  571.208 
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49  CFR  CHAPTER  V  (PARTS  500-59^— Continued 

NATIONAL  HIGHWAY  TRAFFIC  SAFETY  ADMINISTRATION.  DEPARTMENT  OF  TRANSPORTATICH4— Continued  49  CFR 


SAE  )887-ig64 — School  Bus  Rod  Signal  Lamps _ _ _ _ _ _ _ _ _ _ _ _  571.106 

SAE  J902-1964 — Recommended  Practice.  Passenger  Car  Windshield  De&osting  Systems . . .  571.103 

SAE  J902a-1967— Passenger  Car  Windshield  Defrosting  Systems . . . ........ _ _ _  571.103 

SAE  19030-1966 — Passenger  Car  Windshield  Wiper  Systems . . . . . . . . . . . . .  571.104 

SAE  J910-1966— Vehicle  Hazard  Warning  Signal  Flasher . . . . . . . . . . .  571.106 

SAE  )921-196S — Reconunended  Practice,  Instrument  Panel  Laboratory  Impact  Test  Procedure . .  571.201 

SAE  )934-1965— Recommended  Practice  Vehicle  Passenger  Door  Hinge  Systems .  571.206 

SAE  J941-1965— Passenger  Car  Driver’s  Eye  Range .  571.104;  571.107 

SAE  ]942-1965— Passenger  Car  Windshield  Washer  System..... . . . . . .  571.104 

SAE  1944-1965 — Steering  Wheel  Assembly  Laboratory  Test  Procedure . . .  571.203 

SAE  J945b-1966 — Vehicular  Hazard  Warning  Signal  Flashers . . .  571.108 

SAE  I964a-1974 — ^Test  Procedure  for  Determining  Reflectivity  of  Rear  View  Mirrors . . . . .  571.111 

SAE  J972-1966— Moving  Barrier  Collision  Test . . . . . . . .  571.105 

SAE  1977-1966 — ^Instrumentation  for  Laboratory  Impact  Tests . . . . . . . .  571.201 

SAE  )1100a — Motor  Vehicle  Demensions . . .  571.3 

SAE  )1132-1976— Sealed  Beam  Headlamp  Units . . . . . . . .  571.108 

SAE  11703b — ^Motor  Vehicle  Brake  Fluid . . . . . - .  571.116 

SAE  Aero  Space  and  Car  and  Body  Measuring  Standard . . . . . . . . .  571.202 

|FR  Doc.  Sl-27948  FUsd  S-ZS-Sl;  8:43  am]  , 
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